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_ CONTACT PERSONS: 


WHERE INFORMATION IS AVAILABLE 


Section 1 


MUNICIPAL CONTACTS 


METROPOLITAN MUNICIPALITY 
METROPOLITAN TORONTO 


Woke oUtton 
Director of Information 
and Liaison 
lith Floor, East Tower 
Crtyunaly 
Toronto, M5H 2N1 
Ontario Phone: 367-8101 


REGIONAL MUNICIPALITY 


DURHAM 

Ted Ayerst 

Senior Planner 

105 Consumers Drive 

Whitby, LIN 1C4 

Ontario Phone: 668-7731 
HALTON 


E.R. Cumming 
Regional Director 
3027 Harvester Road 


Burlington, L7N 3G8 (Burlington) 

Ontario Phone: 878-5571 
(Toronto) 
920-6945 


HAMILTON-WENTWORTH 


Sheila Giazer 

Public Participation Co-ordinator 

Regional Planning and Development 
Department 

100 Main. Street. Pacts 2nd Floor 

Hamilton, Ontario Phone: 526-4153 


NIAGARA 


Tom Whitelaw 

Planner 

150 Berryman Avenue 

St. Catherines, L2R 7E9 Phone: 685-1571 
Ontario Ext. 244 
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REGIONAL MUNICIPALITY CONT'D - 2 


PEEL 


WATERLOO 


YORK 


Don Wilson 

Economist Planner 

150 Central Park Drive 
Bramalea, L6T 2V1 


Ontario Phone: 


Frank Watty 

Senior Planner 

Regional Municipality of 
Waterloo 

Marsland Centre 

20 Erb Street West 

Waterloo, N2L 1T2 


Ontario Phone: 

Mike Welch 

Planning Director 

Regional Municipality of Phone: 
York 


62 Bayview Avenue 
Newmarket, Ontario 


DISTRICT MUNICIPALITY 


MUSKOKA 


COUNTY 


BRANT 


Graham C. Power 

District Planning Director 
PresOneeren2 0 

Bracebridge, POB 1C0 


Ontario Phone: 


Thomas S. Mokrzycki 
Planning Director 
65 Nelson Street 


Brantford, Ontario Phone: 


457-9400 


579-3710 


(Newmarket ) 
895-1231 
(Toronto) 
362-2464 


645-2231 


759-4292 
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COUNTY aCONT D203 


VICTORIA 


William Power 

County Planning Director 
42 Victoria Avenue North 
Lindsay, K9V 4G2 


Ontario Phone: 


LOCAL MUNICIPALITY 


BARRIE 


Wayman Fairweather 
Planning Director 

84 Collier Street 

P00 400 

Barrie, L4YM 4T5 


Ontario Phone: 


BRAMPTON 


Peter Hungerford 
Planner 
24 Queen Street East 


Brampton, L6V 1A4 Phone: 


Ontario 


BRANTFORD 


John P. Beavis 
Planning Director 
City Hall 

100 Wellington Street 


Brantford, N3T 2M3 Phone: 


Ontario 


BURLINGTON 


Robert Serena 
Planning Director 
426 Brant Street 
Burlington, L7R 2G2 


Ontario Phone: 


CAMBRIDGE 


Mrs. Sally A. Thorsen 
Planning Commissioner 
55 Dickson Street' 
Cambridge, N1R 1T6 


Ontario Phone: 


324-6183 


726-4242 


453-4110 


EXt.70 0 


759-4150 
bx Lanois 


639-1873 


623-1340 


LOCAL MUNICIPALITY CONT'D - 4 


EAST YORK 


ETOBICOKE 


GUELPH 


KITCHENER 


(BOROUGH OF) 


K. Koskelo 


Deputy Planning Commissioner 


550 Mortimer Avenue 
Toronto, M4Jd 2H2 
Ontario 


(BOROUGH OF) 


Bruce McLeod 
Director 


Policy and Research Division 
Etobicoke Civic Centre 


Etobicoke, M9C 2Y2 
Ontario 


Ken L. Perry 
Planning Director 


Planning and Development 


Department 
City Hall 
5% Carden Street 
Guelph, N1H 3Al 
Ontario 


Brock Stanley 
Director of Planning 
City Hall 

22 Fredrick Street 
Kitchener, N2G 4G7 
Ontario 


MISSISSAUGA 


John Calvert 
Principal Planner 
Policy Research 
Planning Department 
1 City Centre Drive 
Mississauga, L5B 1M2 
Ontario 


Phone: 


Phone: 


Phone: 


Phone: 


Phone: 


461-9451 


626-4161 


822-1260 


ExXteai2sod 


885-7370 


279-7600 
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LOCAL MUNICIPALITY (CONT'D) 


NEWCASTLE 


NIAGARA FALLS 


George Howden 
Planning Director 
Town of Newcastle 
Municipal Building 
Hampton, LOV 1J0O 


Ontario Phone: 


Peter Van Belle 
Planning Director 
CrtyyHadd 

4310 Queen Street 
Niagara Falls, L2E 6X5 


Ontario Phone: 


NIAGARA-ON-THE-LAKE 


Greg A. Hynde 
Planning Director 
Box 100 

Viavig els sb LO 


Ontario Phone: 


NORTH YORK (BOROUGH OF) 


OAKVILLE 


OSHAWA 


Mike Dickenson 
Planner 

Borough of North York 
Municipal Offices 
5000 Yonge Street 
Willowdale, M2N 5V7 


Ontario Phone: 


John Walker 
Long-Range Planner 
1225 Trafalgar Road 
Box 310 

Oakville, L6J 5A6 


Ontario Phone: 


John Gartner 

Long-Term Planning Director 
City Hall 

50 Centre Street South 
Oshawa, L1H 327 


Ontario Phone: 


623-3379 


356-7521 


468-3266 


225-4611 
Ext gen 2 


845-6601 


725-7351 
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LOCAL MUNICIPALITY (CONT'D) 


PETERBOROUGH 


PICKERING 


RICHMOND HILL 


ST. CATHARINES 


John W. Wood 

Planning Director 

500 George Street North 
Peterborough, K9H 3R9 


Ontario Phone: 


Steve-Bedford™ 

Planning Director 
1710 Kingston Road 
Pickering, L1V 1C7 


Ontario Phone: 


Mr. William Power 
Director of Planning 
10266 Yonge Street 
Richmond Hill, L4C 4yY5 


Ontario Phone: 


Merle Servos 

Planning Supervisor 
Box?3012 

Municipal Building 

St. Catharines, L2R 7C2 


Ontario Phone: 


SCARBOROUGH (BOROUGH OF) 


Peter Poot 

Director of Plan Review 
150 Borough Drive 
Scarborough, M1P 4N7 


Ontario Phone: 


TORONTO MCCLITY 5OF ) 


Ms. June K. Steele 
Program Manager 
Research Division 

20th Floor, East Tower 
City sha. 

Toronto, M5H 2N2 


Ontario Phone: 


742-7771 
Ext. 43-44 


839-5121 


884-8101 


688-5600 


438-7334 
Ext. 371 


367-7185 


aA ‘ 


uu 


are 
LOCAL MUNICIPALITY (CONT'D) 


VAUGHAN 


John Dewar 

Planning Director 

2141 Major Mackenzie Drive 
Maple, LOJ 1E0 

Ontario 


WATERLOO 


Richard Danzieger 
Planning Director 
Marsland Centre 
City Hall 
Waterloo, N2L 1T2 
Ontario 


WELLAND 


Victor Kerschl 
Planning Director 
411 East Main Street 
Welland, L3B 3X4 
Ontario 


WHITBY 


Robert B. Short 
Senior Planner 
Planning Department 
14 Church Street 
Brooklin, LOB 1C0 
Ontario 


YORK (BOROUGH OF) 


Martin Christie 
Commissioner of Planning 
Borough of York 

2000 Weston Road 

Weston, M6M 1V1 

Ontario 


Phone: 


Phone: 


Phone: 


Phone: 


Phone: 


832-2281 


576-2420 


735-1700 


655-3346 


653-2700 
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WHAT IS AVAILABLE 


e means a summary of the report is included 


Section 2 
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TORONTO (Metropolitan Municipality of) 


1. Planning Staff Organization Chart - 1 page, 
Aprils 1975, 


2. Plan for the Urban Structure of Metropolitan 
Toronto, (submission to Metroplan Advisory 
Committee), 46 pages, May 1975 


3. Catalogue of Metropolttan Toronto Planning Board 
Reports, 20 pages, May 1975 


4. List of Metropolitan Toronto Transportation Plan 
Review Reports - 1 page, 1974 


5. Towards a Metropolitan Toronto Bicycle Route 
System, 20 pages, 1973 


6(a). Btkeway System wtthin Metropolitan Toronto, 
(W. Strok & Associates Limited), 105 pages, July 1974 


(b). Appendix (to above) 


7. Metro Bikeways - Urban Bikeways Committee, 
(newspaper), August 1974 


8. Performance and Impact of the Alternatives 
Year 2000 (Analysie of Environmental Effecte) 
Metropolitan Toronto Transportation Plan Review, 
73 pages, Report 63.9, March 1975 


9. Plan for the Urban Structure of Metropolitan 
Toronto - Draft Offitetal Plan of the Metro Toronto 
Planning Area, 46 pages, February 1975 


10. Population Projections 1966-2001 of Metropolitan 
Toronto Planning Area - Metropolitan Plan Review 
Report #2, 54 pages, September 1968 


ll. Management of Htstortice Resources: A Summary, 
(Metroplan review), 4 pages, 1974 


12. Housing Needs in the Metropolitan Toronto Planning 
Area, Patterson Planning and Research, 107 pages, 
1969 
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TORONTO (Metropolitan Municipality of) 


(continued) 


The Finanetal Structure of Metropolitan Toronto- 
Part One, P.S. Ross & Partners, 76 pages, July 
1974 


Cost-Benefit Study on Land Use Within the Borough 
of York - Comments on the Report by M.T.P.B. 
9 pages, November 1971 


Manual Technique for Esttmating Transit Demand 
tn a Selected Travel Corridor, Traffic Research 
Corporation, 59 pages, November 1966 


Yonge Street Northern Extenston - Parking Factlittes, 
25 pages, 1968 


Labour Force and Employment Projections 1966-2001 - 
Metropolitan Toronto Planning Area - Metropolitan 
Plan Review Report #3, 39 pages, March 1969 


Downtown Toronto Core Employment Projecttons 
(1964-1980), 17 pages, January 1967 


Spadina Terminal Interchange Project - Summary 
Report, (Kater, Peat, Marwick & Company), 14 pages, 
December 1971 


An Eeconomte Evaluatton of the Spadina Expressway 
and Rapid Transit Line, (Kates, Peat, Marwick & 
Company), 51 pages, February 1971 


Extsting Land Use, 1966, Metropolitan Plan Review- 
Report #1, 67 pages, May 1968 


Searborough Lakefront Development Study, (Parkin 
Association and H. G. Acres Limited), 92 pages 
and appendix, 1971 


The Planning Process tn Metropolitan Toronto, 
59 pages + maps, appendix, tables, April 1975 


The Electoral System for Metropolttan Toronto, 
77 pages + appendices, June 1975 


Demographte Trend tn Metropolitan Toronto, 60 
pages + appendices, April 1975 
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TORONTO (Metropolitan Municipality of) 


(continued) 


26. Transportation Alternatives: A Summary, 32 pages, 
May 1975 


27. Metroplan Program Review, 46 pages, April 1975 
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DURHAM (Regional Municipality 
Organization Chart, February 1975, 1 page 


Offtctal Plan Discussion Paper #1 "Stage 1: 
Background Informatton and Planning Issues", 
October 1974, 89 pages, maps 


Offtetal Plan Discussion Paper #2 "Stage 2% 
Goals for the Offitetal Plan of the Durham 
Planning Area, April 1975 


Offictal Plan Dtscusston Paper #3 "Stage 3" 
Chotces for the Future", 65 pages, August 1975 


Officetal Plan Dtscusston Paper #4 "Stage 4: 
Draft Proposal for Durham", 64 pages plus maps, 
December 1975 


Regtonal Planning Seminar, 53 pages + appendices, 
October 1974 
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HALTON (Regional Municipality of) 


Cltmatte Study, 79 pages, graphs, maps and 
charts, August 1974 


Sotls Study, August 1974, 66 pages, maps, charts 


Aggregate Industry, August 1974, 46 pages, 
maps, charts 


Rural Settlement Study, November 1974, 76 
pages, including maps, tables, appendices 


Hydrology, August 1974, 51 pages, including 
tables, graphs and personal contacts 


Sotl capability for Agriculture, 22 pages, charts, 
map , March 1975 

Agrtculture Perspective, 81 pages, charts, maps 
and graphs, August 1974 


Populatton Growth (Internal), 17 pages, charts, 
graphs, March 1975 


Comparative Population Growth (External), 7 
pages, charts, March 1975 


Population Demand Projecttons, 17 pages, charts 
and graph, March 1975 


Demographte Analysts and Population Trend, 
Forecasts, 31 pages, charts, graphs, July 1974 


Interim Planning Poltetes 1974, 66 pages, maps , 
1974 


Rural Existing Land Use 1974, 59 pages, plus 
appendices and maps, December 1974 


Official Plan Program flow chart, 1 page 
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HAMILTON-WENTWORTH (Regional Municipality of) 


ee 1. Wentworth - Burlington Suburban Bus Study, 
December 1971, 39 pages, plus appendices, 
maps and charts 
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NIAGARA (Regional Municipality of) 


Regtonal Ntagara Retatl Policy Study, January 
1974, 81 pages plus two appendices 


Regtonal Ntagara - Poltey Plan, January 1974 
47 pages plus maps 


Regtonal Ntagara - Policy Plan - Addendum, 
October 1974, 7 pages plus maps 


Preliminary Regtonal Planning Goals, Report 
No. 1, April 1971, 62 pages 


Potenttal Recreatton Areas and Fragile 
Btologtecal Sttes - Inventory and Recommen- 
dattons - Report No. II, July 1972, 66 pages 
plus maps and photos 
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PEEL (Regional Municipality of) 


A Report on Growth and Development Patterns in 
Peel - Towards a Regional Offtetal Plan, 
(pamphlet), October 1974, 22 pages 


Development Patterns and Policy Statements for 
Peel, (memorandum), October 1974, 31 pages 


Background Report on Populatton Growth, April 1975 
(memorandum), 7 pages plus charts and map 


Geographtcally Referenced Data Storage and 
Reterevalvayveteme(Gso. Dao. hast; 

(memorandum), February 1975, 19 pages including 
drawings and maps 


StaLfyorganization chart — January 1975; «1 page 


Physteal Survey - May 1975 - 
(Towards a Regtonal Offtetal Plan) 
166 pages including maps and charts 
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WATERLOO (Regional Municipality of) 


Envtronmentally Sensitive Policy Areas - 
Regtonal Offtcial Polictes Plan, 120 pages, 
February 1974 


Report of the Waterloo-Wellington Atrport Task 
Force, 229 pages, July 1974 


Seente Roads of North Dumfries, Wellesley and 
Woolwtck (Untverstty of Waterloo), 29 pages 
and appendix, August 1974 


Growth - Poltey Paper #1, Leading to the 
Regtonal Official Policies Plan, 18 pages, 
January 1974 


Settlement Patterns - Policy Paper #2, Leading 
to the Regtonal Offtctal Policies Plan, 24 
pages, April 1974 


Economic Development - Policy Paper #3, Leading 
bo theshegtonaL Of ftretal Pottotves Pian, +37 
pages, May 1974 


Houstng - Policy Paper #4, Leading to the 
Regtonal Official Policies Plan, 40 pages, 
May 1974 


Sand and Gravel Pits - Poltcy Paper #5, Leading 
to the Regional Offtetal Polictes Plan, 21 
pages, June 1974 


Open Space - Policy Paper #6, Leading to the 
Regtonal Offteial Poltictes Plan, 20 pages, 
August 1974 


Transportatton - Poltcy Paper #7, Leading to 
the Regtonal Official Policies Plan, 42 pages, 
August 1974 


A Study of Regional Outdoor Recreation and Open 
Space Needs - Study Program, 16 pages, 
December 1975 
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12. 


13. 


14. 


WATERLOO (Regional Municipality of) 


(continued) 


Planning the Regional Plan, (Conestoga Wagon, 
Volume 2, Number 1, October 1974), 23 pages 


Planning the Regtonal Plan, (Conestoga Wagon, 
Volume 2, Number 1, October 1973), 12 pages 


The Regtonal Offictal Policies Plan, 
Final Draft, 95 pages and tables, plus maps, 
November 1975 
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YORK (Regional Municipality of) 


Opttons for Agriculture in York Regton, 
25 pages and appendix, June 1975 


Urban Settlements in Rural York Region - An 
Interim Poltcy, 36 pages and appendix, 
June 1974 


An Interim Poltecy on Rural-Residential Develop- 
ment, 20 pages and appendix, November 1972 


A Summary of the Histortcal Development of York 
Regton ~- Regional Offtctal Plan Technical 
Appendix 1, 52 pages and appendix, June 1974 


Work Program-Regtonal Offtetal Plan, 56 pages 
and appendix, January 1973 


Cottage Survey - Township of Georgina, 40 pages, 
ADT EU 3 Pe i dee 


A Preliminary Statement of Goals and Objectives, 
29 pages, 1973 


Employment Forecasts, 119 pages (Kates, Peat, 
Marwick and Company), June 1973 


Physical Base of York Region, Regional Official 
Plan, Appendtx #2, 32 pages and maps, July 1974 


A Progress Report to the Toronto-Centred 
Co-ordinating Committee on the Problems of 
Financing Services in Provincially Designated 
Low Growth Areas, 20 pages, December 1974 


Short-Term Development Forecast (1971-81) 
(Summary), Regional Official Plan Technical 
Memorandum, 18 pages, November 1973 


Building Permits 1973, (Research Report), 
13 pages and appendix, June 1974 


Terrain Evaluation Study, 22 pages, May 1973 
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YORK (Regional Municipality of) 


(continued) 


14. A Day-Care Study by Health and Soectal Services 
Department and Regtonal Planning Department, 
70 pages, September 1973 


ey 15. Oakridges Moraine Study - An Interim Poltcy 
Approach to Development, 16 pages and 2 
appendices, July 1974 


16. Mobile Home Parks - Research Report #3, 
31 pages and appendix, September 1972 


17. Data Bank Outline, 17 pages, October 1972 


18. Tax Yields and Munictpal Costs of Alternative 
Types of Restdenttal Development, 38 pages, 
December 1971 


19. Choices for Development, Technical Paper No. 5, 
24 pages + maps, June 1975 


20. Limits of Urban Growth, Technical Paper No. #4, 
25 pages + appendix, June 1975 


21. York Region Review, Volume 1, Number 1, 
June 1973, 8 pages 


1. 


MUSKOKA (District Municipality of) 


Offtetal Plan for the Muskoka Planning Area - 
Working Paper, 153 pages plus appendices, 
June 1975 
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BRANT (County of) 


Amendment to Establish a Poltey for the 
Town of Parts Respecting the Maintenance 
of Properttes, 3 pages 


Report of the Agricultural Committee, 6 
pages, plus maps and 7 appendices, 
July 1974 


Estate Lot Poltetes - South Dumfries, 
25 pages, December 1974 


Official Plan #4 amendment - Maintenance 
of Property, 3 pages, map, April 1975 
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VICTORIA (County of) 


Work Program, Offictal Plan, 40 pages plus 


graphs, December 1975 


Interim Land Severance Poltcy, 
appendices, December 1975 


28 pages plus 
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BRAMPTON (City of) 


Finanetal and Environmental Impact Study 
of Urban Growth, Reports 2-8, May 1975 


Informatton to Applicants, 2 pages + application 


Informatton Report, 279 pages, 1975 
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BRANTFORD (City of) 


Method of Reducing the Cost of Single 
Family Homes, 10 pages, March 1973 


Pros and Cons of Reversed Frontage, staff 
report, 6 pages, September 1973 


Netghbourhood Improvement Program - 
Netghbourhood Questtonnatre Analysis, 
30 pages, January 1975 


Legal Notice of Offictal Plan, newspaper, 
May 1975 


Phase II Houstng Poltcy Study, 6 pages 


Netghbourhood Improvement Program - Citizen 


Committee Report, 10 pages, May 1975 


Land Use and Brantford Airport, staff report 


5 pages plus 4 schedules 


Notes outlining the basis for populatton 
projectton and dtstrtbutton in Brantford 
and adjacent urban area, 32 pages, maps, 
tables in appendices, November 1974 


Brantford Houstng Poltcy, 29 pages, 8 
schedules, January 1975 


Purpose and Need for Set-backs and Yards, 
16 pages, June 1974 


Flow charts for Trade Area Analysis, 


Flow chart - Land Development Process, 


Flow chart - Staff Communication, 


Staff Organization Chart 


Draft Offtctal Plan - City of Brantford, 
44 pages, maps, tables, February 1973 
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BRANTFORD (City of) cont'd 


Potenttal Areas - Netghbourhood Improvement 
program, 7 pages, October 1974 


Neighbourhood Improvement Program - general 
presentation 


Evaluatton of Downtown Pedestrian Mall, 19 
pages, November 1974 


Official Plan - newspaper copy 


GUIDE FOR APPLICANTS To procedure concerning 
the submission of application to the City of 
Brantford Planning Board for preliminary 
review of a draft of a PLAN OF SUBDIVISION 
OR CONDOMINIUM PLAN, 2 pages, 1975 


Application to the City of Brantford Planning 
Board for approval of a PLAN OF SUB-DIVISION 
OR CONDOMINIUM PLAN PURSUANT TO Section 33 


of The Planning Act, R.S.O. 19/70, 3 pages, 
1975 


GUIDE TO APPLICANTS - To Amend the City of 
Brantford Zoning By-law and Official Plan, 
3 pages, 1975 


Application for an Amendment to the Zoning 
Ban and/or Official Plan, 4 pages, 1975 


CAMBRIDGE (City of) 
Planning Community 1, April 1975, In 4 parts, 
24 pages, maps 
Secondary Plan for the Hespeler Road Area, 


May 1975, 13 pages 


Core Areas Secondary Plan, Phase One: Project 
Destgn, June 1975 


Core Areas Secondary Plan - Phase Two: Core 
Areas Study, 73 pages and tables, August 1975 


The Eagle Htll Redevelopment Plan, 16 pages, 
and appendix, September 1974 
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EAST YORK ( Borough of) 


St. Clatr-O'Connor Study, 13 pages and maps, 
June 1974 


Offtetal Plan of the Leaside Planning Area, 
(Project Planning Associates), 66 pages 
and maps, October 1974 


Offtetal Plan of the Leaside Planning Area 
Amendment #3, 1968, 5 pages 


Offtctal Plan of the Leasitde Planning Area 
Amendment #4, 1974 


The Leastde Industrial Area Study, 61 pages 
and appendices, 1973 


Offtetal Plan of the Townshtp of East York 
Planning Area - Amendment #4, June 1962, 


27 pages, maps 


Offtetal Plan of the Township of East York 
Planning Area - Amendment #5, May 1964, 


15 pages 


Offtetal Plan of the Townshtp of East York 
Planning Area - Amendment #6, November 1966, 


48 pages 


Offtetal Plan of the Townshtp of East York 
Planning Area - Amendment #7, February 1968, 
16 pages 


Offtetal Plan of the Township of East York 
Planning Area - Amendment #8, August 1971, 
4 pages 


Offtetal Plan of the Township of East York 
Planning Area - Amendment #9, October 1969, 
5 pages 


Offtetal Plan of the Township of East York 
Planning Area - Amendment #10, December 1971, 
78 pages, tables and maps 


Offtetal Plan of the Township of East York 
Planning Area - Amendment #11, April 1974, 
37 pages, maps and tables 
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EAST YORK (Borough of) cont'd. 


Officetal Plan of the Township of East York 
Planning Area - Amendment #12, April 1974, 
40 pages, maps, tables 
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ETOBICOKE (Borough of) 


Procedures for Public Hearing Notification 
tn Htgher Density Restdential Developments, 
Memorandum, December 1973, 3 pages 


Development Control (Sectton 35a of The 
Planning Act) implementing by-law and pro- 
cedures, Memorandum, May 1974, 5 pages 


Apartment Inventory, April 1974 


Recent Amendments to the Planning Act as 
Contatned tn Bill 264 - The Planning Amendment 
Act, 1973, Memorandum, April 1974 


Recent Amendments to The Planning Act as 
Contatned tn Bill 264 - The Planning Amendment 
Act, 1978, Memorandum, January 1974, 5 pages 


Report on Zoning Amendment from R-2 to C.L. 
to Permit a Mixed Commercial - Residential 
Condomintum Development, January 1975 


Report on Zoning Amendment from R-2 to R-4, 
special, March 1975, 17 pages, diagram 


Report on Zoning Amendment from R-2 to P.0.8. 
To Permit the Burtal of Cremated Remaine, 
May 1975, 5 pages and maps 


Report on Problems in Extsting Condominiums 
November 1974, 39 pages, 6 appendices 


Report on Notse Exposure Forecast (N.E.F.) 
tn Applteation to the Borough of Etobicoke 
January 1973, 44 pages 


Report on Townhouse Development, May 1971, 
10 pages, charts 


Parkway Belt Study, 1973, 27 pages, 2 
appendices, maps 
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ETOBICOKE (Borough of) cont'd. 


Amendment No. B-1 to the Official Plan 
(Matntenance and Occupancy of Property), 
Memorandum, June 1973, 6 pages 


Amendment No. B-3 to the Official Plan 
(Auxtltary Commercial Use), Memorandum, 
November 1973, 5 pages 


District & Plan Special Stte Policy and 
Commeretal Destgnation for the South-East 
Corner of Dtxon Road and Carlingview Drive, 
Memorandum, February 1975, 3 pages 


Spectal Zontng Study of the Edgehtll Road 
Area, Memorandum, April 1975, 7 pages, map 


District 8 Plan - Implementation of Special 
Stte Poltey for the Area West of Islington 
Avenue between Orrell Avenue and Riverbank 
Drive, Memorandum, April 1974, 4 pages, map 


Offtetal Plan Amendment No. D9.4.74, Ontario 
Housing Corporation, December 1974, 2 pages 


1975 Work Program - Planning Department, 
February 1975, 32 pages 


Offtctal Plan and Zoning Amendment, April 
1975, 30 pages, map 


Revtew of Current Offtetal Plan Poltictes and 
Zoning By-law Provistone Affecting Automotive 
Uses tn Etobicoke, May 1975 


Report on Local Public Road Standards, March 
Los 5 


Amendment No. B-2 to the Offietal Plan 
(regulating condomtntum housing developments) 
December 1973, 26 pages 


(Application form for) Appiteatton for 
Amendment to the Zontng By-law, 3 pages 
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ETOBICOKE (Borough of) 


Report on Multtple Use of Ontario Hydro 
Ritghts-of-way tn Etobicoke, May 1975, 
9 pages, charts, map 


Staff Organization Chart, 1974, 1 page 


Lorratne Gardens - Appleby Road Area - 
tudy of the Destreabtltty of Special 
Zontng, October 1973, 7 pages, maps 


Laburnham - Spectal Study Area, August 
1972, 30 pages, maps and photos 


Consulting Engineers Guide for Land 
Development, 74 pages, December 1972 


COntwa. 


GUELPH (City of) 


An Inventory of Federal and Provincial 


Houstng Programs, January 1975, 122 pages, 
charts and tables 


Hanton Creek Ecologteal Study Phase A, 


(University of Guelph), September 1971, 66 
pages, maps 


Hanton Creek Eeologtcal Study Phase B, 
(University of Guelph), April 1972, 71 pages, 
maps 


Guelph & District Community Service Council 
(leaflet) 
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KITCHENER (City of) 


Kitenener 2,000, a Regtonal Concept, 1964 
40 pages, maps and charts 


Staging of Development Report, 20 pages, 
January 1975, 20 pages, charts 


Communtty Concept Plan Prtorittes and 
Sequences of Plan Preparation, 23 pages, 
January 1975 


Staging of Development - map January 1975 


Organization Chart - Department of Planning 
and Development, 1 page 


Preparatton and Flow of Department of 
Planntng and Development Staff Reports, 
2 pages, March 1975 


Condomtntum Converston Poliey, 3 pages, 
(staff report), June 1975 


Development Divtston Project Status, 
(staff report), 9 pages, July 1975 


Gutde to Procedure for Zone Change, (includes 


application forms), 4 pages, September 1973 


Bill Prié, An Act Respecting the City of 
Kitchener, 3 pages, April 1974 


Ontario Planning Newsletter, 6 pages, 
December 1970 
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MISSISSAUGA (City of) 


Mississauga Urban Development and Transportation 
Study - Evaluation and Recommendations, Volume l, 
March 1975, 180 pages, maps and tables 


Mississauga Urban Development and Transportation 
Study - Transportation, Volume 2, March 1975, 
81 pages, maps and tables plus 2 appendices 


Mitsstssauga Urban Development and Transportation 
Study - Centres, Volume 3, April 1975, 66 pages, 
maps, drawings and photos 


Misstssauga Urban Development and Transportation 
Study - Finance, Volume 4, March 1975, 85 pages, 
2 appendices re data 


Mississauga Urban Development and Transportation 
Study - Development Control, Volume 5, March 1975, 
86 pages, tables, photos plus 3 appendices 


Mtssitssauga Urban Development and Transportation 
Study - Current Financial Posttion, January 1975, 
22 pages plus 4 appendices 


Mississauga Urban Development and Transportation 
Study - Study Design, July 1974, 39 pages 


Mississauga Urban Development and Transportation 


Study - Development Alternatives, November 1974, 
45 pages, maps and tables 


Mississauga Urban Development and Transportation 


Study - Major Development Issues, September 1974, 


63 pages plus summary and appendix 


Mississauga Transportatton Planning Study - Bicycle 
Path Study, December 1974, 66 pages, maps and 
drawings 


Misstssauga Transportation Planning Study - 


Regtonal Transportation Analysis, September 1974, 
115 pages, tables, maps 


Misstssauga Transportation Planning Study - 


Traffie Operations, February 1975, 70 pages, maps 
and graphs plus 4 appendices 
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MISSISSAUGA (City of) 


(continued) 


Publite Partictpation - Publie Response, Volume l, 
November 1975, 161 pages, maps and tables 


Publte Partictpatton - Publie Response, Volume 2, 
November 1975, 163 pages, maps and tables 


Publte Parttetpation - Publie Response, Volume 3, 
November 1975, 139 pages, maps and tables 


Publte Partictpatton - Publite Response, Volume 4, 
November 1975, 146 pages, maps and tables 


Publte Partictpatton - Publte Response, Volume 5, 
November 1975, 185 pages, maps and tables 


Publte Parttetpation - Report on Public Meetings, 
February - April 1975, May 1975, 66 pages, tables 


Publte Parttetpatton - Report on Publte Meetings, 
May - June 1975, July 1975, 60 pages, tables 


Publie Partictpatton - Student Hankbook, 
September 1975, 22 pages plus glossary and maps 


Apartment Houses: Destgn Considerations, 
6 pages, 1975 


Industrial Buildings: Design Considerations, 
9 pages, 1975 


1975 Population and Housing Study, based on 1974 
Survey Data, December 1975, 61 pages, tables and 
graphs 


Study of Northern Part of the Town of Mississauga, 
Interim Report, 1972, 15 pages plus 2 appendices 


Feedback - June 1975 - Volume 1, Number 1, 
(public participation newspaper) 


Cawthra Sentor Citizense' Centre, (pamphlet) 
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NEWCASTLE (Town of) 


& 1. Courttee - Concept Plan, February 1975, 
13 pages, plus maps drawings and data 
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NIAGARA FALLS (City of) 


Planning Department Annual Report, 1974 
24 pages plus maps 


Eoustng Poltey for City of Niagara Falls, 
October 1974 


A Dtsecusston for the Establishment Ouuad 
Communtty Residence for the Mentally Retarded 
July 1974 


Buckley Avenue Sentor Citizens Project, 
October 1974, 42 pages, maps and drawings 


Falls Industrtal Park - Commercial Proposal 
Call, 25 pages, maps and appendices, June 1975 


Proposed Ntagara Distribution Centre, 12 
items and maps, 1972 


Park Dedtcatton Policy, 26 pages, September 
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NIAGARA ON THE LAKE (Town of) 
Houstng Policy, 33 pages, March 1975 


Traffte Operattons and Parking Study, (Read, 
Voorhees & Assoc. Ltd.), 97 pages, March 
To7 5 


NORTH YORK (Borough of) 


Study of Future Office Development Policy, 
(Patterson Planning and Résearch Ltd.), October 1973 


A report on Research Into Patterns of Recreation 
and Letsure in the Borough of North York, 
June 1971 


Study of Public Attttudes to Zohing By-law Wo. 
7625, November 1973 


Report on Underground Parking Garages in Apartment 
Butidings, September 1974 


Report on Mayor Lastman's Committee on 
Vtolence, September 1974 


North York Ctvte Centre, 1971, 30 pages including 
drawings and plans 


A Study of the Conversation of Rental Accommodation 
to Condomintum, March 1975, 207 pages including 
graphs and charts 


Notse Pollutton - A Selected Annotated 
Bibitography, (Urban Planning Department, Ryerson 
Polytechnical Institute), 1975, 170 pages 
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OAKVILLE (City of) 


Speer's Road Buffer Study (The Development of 
Buffer Soluttons), 1975, 10 pages plu map 
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February 1975, 17 pages 


Halton-Wentworth Waterford Study Summary, June 
1974, 27 pages plus maps 


Work Program of the Long Range Planning, Section, 
Ari los oye 2). DAge list 


Populatton and Development Forecast, November 
1972, 32 pages including charts, maps and graphs 


Appendix D, Site Plan Specifications 


Application for Subdividion Approval (form 
and notes) 


Proposed Oakville Offtetal Plan, September 1975, 
61 pages including maps and drawings 


White Oaks Tratl, October 1975, 45 pages plus maps 
Oakville Transportation Planning Revtew, (pamphlet) 


Site Plan Committee (a) preamble (b) admtntetration 
(c) terms of reference (d) procedures (e) site 
plan spectfteattons, March 1975, 8 pages 


Bronte Terttary Plan Dtscusston Paper #1 (The 
Planning Process), 1975, 10 pages plus map 


Bronte Plan and 6 maps, December 1972, 164 pages 
including maps and drawings 


Kerr Street Secondary Plan as Adopted by the 
Kerr Street Ctittzen's Advisory Committee, 
April 1975, 8 pages plus maps 
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OAKVILLE (City of) cont'd. 


Upper Middle Road, Future Crossing of Sixteen 
Mile Creek, Preliminary Engineering Report by 
Giffik, Davis and Jorgensen Ltd. Consulting 
Engineers, January 1975, 31 pages plus drawings, 
maps and plates 


Bronte Lakefront Study, by F.J. Reinders and 
Associates Ltd., September 1974, 48 pages 
including, drawings, maps and photos 


Cluster Houstng - Bronte Terttary Plan discusston 
Paper #2 (draft), 23 pages, February 1975 


Report on Day Nurseries, (Staff Report), 9 pages, 
March 1975 


Houstng Poltey Paper Phase 1, 14 pages, January 
1975 


10. 


OSHAWA (City of) 


Secondary Planning Procedures, 6 pages,1974 


Procedure to Amend the Offictal Plan, 2 pages, 
1974 


Regtonal Procedures, 6 pages, 1974 


Procedure for Approval of a Plan of Subdivision, 
5 pages, 1974 


Butldtng Permit Procedure, 11 pages, 1974 


The Neighbourhood Planning Concept (introductton 
to the concept), 8 pages, 1972 


Organization Chart - 1 page, July 1975 


Preliminary Analysis of Ontarto Housing Actton 
Program, 8 pages and 2 appendices, 1974 


Staff Committee Report to the Executive Committee 
on Intergovernmental Staff Meetings to Study 
O.H.A.P. Tax Stabilization Provisions, 6 pages, 
November 1974 


Commercial Parking Lot Design Standards, 
5 pages, January 1975 
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PETERBOROUGH (City of) 


A Comparative Evaluatton of Urban Computerized 
Data System by City of Peterborough Planning 
Department, December 1974, 62 pages 


Planning Process and Procedures, January 1975, 
2 parts, 17 and 36 pages respectively 


Planning Programs and Prtiorittes, (worklist), 
December 1974, 6 pages 


1974 Annual Report (Planning), 14 pages plus 
5 appendices 


Publication List, March 1975, 2 pages 


Planning Process and Procedures, 17 pages, 
January 1975 
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PICKERING (Town of) 


Rosebank Netghbourhood Terttary Plan, 1975, 
77 pages including maps and charts 


Rosebank Neighborhood, (Background Study to #1 
above), 1975, 32 pages including maps, charts 
plus questionnaire 
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RICHMOND HILL (Town of) 


Lake Wileox Study, (Dillon Engineers and Planners), 
September 1974, 121 pages plus maps and 3 
appendices 
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ST. CATHARINES (City of) 


Procedures (for project developments requtring 
by-law amendments), 13 pages, 1975 


Sample Landscaping Plan - Standard Procedures 
(goes with #1 above), 1 page (drawing), 1966 


Requtrements for Service Stations and Publtie 
Garages, (goes with #1 above), 1 page (drawing), 
1966 


General Provision (for calculation of setbacks 
of vartous type lots), (goes with #1 above), 
1 page (drawing), 1966 


Report on Cul-de-sac Standards, 3 pages, July 1974 


Buffer Landscaping, (requirements) by T. N. Salter, 
13 pages including drawings 


Planning Department staff organization chart - 1 page, 
May 1975 


A Review of the Nature of Density Standards and 
Performance Criteria for Resitdenttal Development, 
19 pages, October 1970 


Report on 5% Dedtcattonse for Park Purposes, (Inter- 
Department Memorandum), 3 pages, August 1974 


South Land Use Report, by Salter & Associates, 
30 pages, June 1969 


Publie Partictipatton in the Subdivision Process, 
5 pages, July 1974 


Home Occupations (soning study), (survey of other 
municipalities' requirements), 1972, 56 pages plus 
questionnaire tabulation 


Proposal for the Preparation of Secondary Plans 
for the West St. Catharines Area, 7 pages + 
appendix, January 1975 


St. Catharines Housing Study, 85 pages, October 1975 


oi ect Rew weg dart $e7e5ee ot 
ipeiepah), opeg by tweoda ER Asie 


«touvfaq Wo koltot estes GLY webabeeae tectaea Ng 


leyoah 39 tolu- eaog) —  (eabena ee 


°C. yivl ,oehag (See batie eherah~ne oe as “e 


reolus 8 7 Yt (Stee tehae 9 Gi Dees eee 
eceowneh poiovions sopsg Ef 


coreg ' ~ 22049 onddacleepio Siare QAee Tees estar oS 


owe shvueeee 28 beaell EG Se per \o wadueh Kh 18 
.towe ilove) 4 er tenbkieu@ gay aeees een gma \tet 
fel sadnied jeoneg OL 


—2338%) ,tuseats Jan’. aay annernb ise 22° wh 2. 
eles Savoury ,eenen, £ "bantam Geckreaie 


—ariiooen( ¢@ Jaglal wg 4 a ant — oe Of is 


goetert nose GAGIRE peel. ofide4 tl < 
ofed qint/,eceug @ | eae 


aevtye ta verge) (iu leet a: Rlnet) aResE a ; % 
syiq sogay at .,OTee (earns shupee a i => 
fet 7 


‘2 


aaa eee a ae - 
wert ‘= a0 


A. 
4 2 aw 


a Ty © vi 


SCARBOROUGH (Borough of) 


Condomtntum Report, 42 pages and appendix, 1975 


Development Application Procedures, (staff report), 
9 pages, December 1974 


Streetscape Study, June 1975, 66 pages, plus appendix 


Development Control, 48 pages and drawings 
Febuuary. 1975 


Restdenttial Stting Standards and Land Use 
Relattonships within Residential Subdivistons, 
10 pages, 1967 


Report on the Activities of the Scarborough 
Planning Board, 18 pages, 1973 


Study of Interim Housing Policy, 272 pages, 
October 1974 


Standards for Provision of Muntetpal Parks, 
19 pages, April 1968 


Report on Searborough Industrial Land Use Policy 
and Proposed Policy with Respect to Office 
Development, 8 pages, 1974 


Large Lot Study, 86 pages, March 1975 


Service Station Policy in Searborough's Official 
Plan, 64 pages, August 1974 


Land Use Provistons for Billboards, 35 pages, 
January 1970 


Searborough Planning Statistics, 59 pages, 
December 1974 


Parking Requtrements for Community Shopping 
Centres, 38 pages, January 1974 
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SCARBOROUGH (Borough of) 


(continued) 


Retatl Commeretal Standards, 20 pages + 
appendix, April 1968 


Automobile Disposal and Salvage Yards, 22 pages + 
schedules, August 1967 


Subdtvtston of Shopping Centres, 8 pages + appendix, 
October 1968 


Stgn Display, 26 pages, November 1967 


Kingston Road - An Urban Destgn Study, 53 pages, 
November 1973 


A Day Care Study, 7 pages, 1971 


Golden Mile Industrial District Planning Study, 
8 pages + maps and photographs, May 1975 


Rouge Industrial District Study, 214 pages, 
May 1973 


Watercourse Beautification Study, 35 pages + 
appendices, January 1973 


Steeles Communtty Road Needs Study, 8 pages + 
map, May 1973 


An Appraisal of Industrial Land in Searborough, 
15 pages + appendices, October 1973 


Report to M.T.R.C.A. Waterfront Plan - East Potnt, 
Scarborough Planning Board Special Study Report, 
56 pages, May 1973 


Removal of Stgn Regulations for Zoning By-laws, 
8 pages, February 1974 


Community District Secondary Plan - Agtncourt North, 
Official Plan of the Borough of Scarborough, 
29 pages + map, December 1974 


Industrial District Secondary Plan - Rouge, Official 
Plan of the Borough of Scarborough, 14 pages + 
map, December 1974 
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SCARBOROUGH (Borough of) 


(continued) 


Conelustons and Recommendations of Parking Study 
Shopping Centre Site Development Study, 11 pages 


Searborough Town Centre Land Use Study, 42 pages, 
January 1974 


A Study of Approprtate Land Uses for Lands Within 
1/4 Mile of the Metropolitan Zoo, 6 pages + maps, 
October 1973 
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TORONTO (City of) 


A Place for Industry, (A Discussion Paper on the 
Future of Industry in the City of Toronto, 59 
pages, June 1974 


Various lists of publications, (6), April 1975 


Core Area - Interim Criteria for Evaluating 
Developments which Require Exemption from the 
Provisions of the 'Core Area Holding By-law' 
279 pages, October 1974 


Core Area Task Force - Summary Report and 
Recommendattons for Discussion at a Public 
Meeting to be held October 9, 1974, 

24 pages 


Core Area Employment, (Research Bulletin), September 
1974, 37 pages including 5 appendices (charts and maps) 


Houstng Indtcators, (Research Bulletin), September 
1974, 20 pages, graphs, charts, including 1 appendix 


Handbook of Housing Assistance Applicable to the 
City of Toronto, September 1974, 84 pages, plus 
appendix 


Unton Statton Study, July 1974, 13 pages 


Report on Ravines/Consoltdation, October 1973, 
46 pages, plus 4 appendices, maps 


The Waterfront - Toronto's Priceless Heritage, 
(Information Bulletin III, June 1974), pamphlet 


Status of Land Use/Transportatton Mode for Inner 
Core Area, September 1974, 29 pages, plus appendix 


Toronto's Island Park Netghbourhoods - Summary of 
the Report, September 1973, 16 pages 


Core Area Housing Study, Summary, December 1974 
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TORONTO (City of) 


(continued) 


Report on Ravines for Publie Discussion, 
4 pages, pamphlet 


South Mtdtown: Instituttons and Netghbourhood 
Servtces, (Discussion Paper, January 1975), 
12 pages, including maps, charts 


Proposed Criteria for Governing Development 
tn District Commerce Centres, May 1972, 4 pages 


The Area South of St. Jamestown - Summary of the 
Don District Guide Plan, January 1972, 24 pages 


Core Area Office Space Forecast to the Year 2000, 
August 1974, 21 pages, plus 2 exhibits (appendix) 


Industrial Relocation and Its Impact on Employees, 


73 pages, including 5 appendices (charts, maps, 
graphs and questionnaire) 


Central Area - Plan Review - Principles, March 1975, 


60 pages including 1 appendix 


Core Area Task Force - Report and Recommendations 


187 pages plus 3 appendices, photos, graphs, charts 


and maps 


Metropolttan Centre - A Process for Defining and 
Implementing City Objectives, February 1974, © 
23 pages plus 3 appendices, maps 


Toronto Transportatton Terminal - Report of the 
Technical Task Force, May 1975, 55 pages plus 
12 appendices, maps and diagrams 


City of Toronto Rooming House By-Law Study, 
May 1974, 70 pages 


Development of Land Use and Transportation Alter- 
natives, May 1974, 311 pages, maps and charts 


Chotces for the Future, summary report, Report No. 


January 1975, 165 pages, tables and illustrations 
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TORONTO (City of) 
(continued) 
27. Industrial Relocation and Its Impact on 


Employees: Summary Report 1, 9 pages, 
June 1975 


VAUGHAN (Town of) 


Industrial Report, 21 pages and maps, 
October 1972 


Restdenttal Attitude Survey - Woodbridge, 
15 pages, 1974 


Finanetal Impact Study - Pine Valley Village, 
28 pages and appendix, January 1975 


Woodbridge Central Area Study, Part 1, 
Development Factors, 57 pages, maps and text, 
1974 


WHITBY (Town of) 


Secondary Plan for Study Area 3 (Downtown), 
72 pages and appendix, May 1975 


Rossland Road Area, Urban Design Study by 
Raymond Moriyoms, Architects and Planners, 
51 pages, May 1975 


Offtetal Plan of the Town of Whitby Planning 
Area, 56 pages, June 1974 


Development Gutde for the Town of Whitby, 
48 pages and appendix, 1971 


Appltcatton for Approval of Subdtvision Plans - 
Informatton and Rules of Procedure, 13 pages, 
June 1974 


Brooklin Feastbility Study, 37 pages, December 1975 
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YORK (Borough of) 


Summary Report - Cost Benefit Study of Land 
Use Within the Borough, August 1971, 21 pages, 
plus appendix 


Housing Poltcy Study, May 1975, 243 pages including 
charts, maps and 3 appendices 


Condomintum Policy for the Borough of York, 
January 1975, 29 pages plus 2 appendices and 
map 


Metropolitan Toronto Cost/Beneftt Factors 
Relative to Large Apartment Development Study 
Gutdelines, May 1973, 15 pages including graphs 


Cost Benefit Study of Land Use within the Borough, 
Volume I, August 1971, 80 pages plus few maps 


Cost Benefit Study of Land Use within the Borough 
Volume II, August 1971, 6 appendices 


Citizen Parttetpatton Program: Preparatton of the 
Regtonal Offtcial Plan, 13 pages, 1974 
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TITLE Toward a Metropolitan Toronto Bicycle Route System 


AUTHOR Metropolitan Toronto Roads and Traffic Department, 
Parks Department and Planning Board #5 


FORMAT Soft cover, 20 pages plus appendices and maps. 
May od 
CONTENT An introductory report commenting primarily on the 


desirability of separating bicycles from other forms 
of traffic, the limitations on bicycle penetration 
of parklands, and the possibilities of utilizing 
routes other than woods and parks to complete a 
metropolitan system. Additional questions were 
asked, but not answered, and cover the future scope 
and scale of cycling in the Metro area, the path 
design criteria most appropriate for adoption, and 
methods of better regulating the conduct of cyclists. 


The report is divided into the following basic 
sections: 
- existing use of bicycles in Metropolitan Toronto; 


- special characteristics of bicycle riding and 
relevance to Metropolitan Toronto; 


- types of bicycle facilities required; 

- existing special facilities in Metro Toronto; 
- conclusions; 

- guidelines for a Metro Bicycle Path System; 

- initial trial system; 

- recommendations; 

- technical appendices. 

The recommendations are made on some terms of 
reference for the consultant who will be involved 
in a more detailed study, and on the initiation 
of pilot schemes for observation purposes which 


incorparate the majority of the commitments already 
made. 


The technical appendices include a journal report 
on foot and bicycle paths which covers planning, 
design and construction factors of path development. 
A map of the initial trial bicycle route system for 
Metro is also included. 
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ITLE 
AUTHOR 


FORMAT 


CONTENT 


Manual Technique for Estimating Transit 
Demand in a Selected Travel Corridor. 


Traffic Research Corporation for the 
Metropolitan Toronto Planning Board # 15 


Soft Cover, 20 pages plus 5 appendices, 
November 1966 


Descriptive report dealing with a simplified 
technique for estimating current and future 
facility demand in selected transportation 
corridors. The procedure uses a manual 
computation technique as opposed to a computerized 
traffic prediction model. 


The objectives to be achieved by this manual 
technique are described in Section 2. The basic 
objective is to provide a versatile and 
economical method of assessing the number of 
trips which might be made on a route if a new 
facility was introduced, such as an increase 

in frequency of transit vehicles or the introduction 
of a new type of transit system into the existing 
system. Conversely, the effects of removing 

or altering the level of service of a selected 
transit facility can also be estimated. This 
technique permits the user to quickly assess 

the demand for transit facilities in a small 

part of a transportation network, as opposed 

to the whole network. 


The criteria used in the selection of a suitable 
method of achieving these objectives are 

described in Section 3. Two methods are discussed, 
with advantages and disadvantages noted. The 

first method uses existing transit demand as a 
basis for estimating transit demand on a new 
facility. The second uses absolute estimates 

of transit demand on a new facility without 

regard to the existing facility. 


The second method is described in detail in 
Section 4, with the use of a working example. 
The step-by-step methodology involved is also 
presented. 


The results from this working example are 
discussed in Section 5 and appendix E. Results 
are given as link volumes on routes between 

all origins and all destinations which use the 
working example (Bloor-Danforth Subway from 
Woodbine Avenue to Yonge Street). Appendix E 
compares the method 2 results with previously 
surveyed trip counts on the same route section. 
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The conclusions to be drawn from the manual 
operation of method 2 are discussed in Section 6. 


Various steps in the methodology, and the 


details of the working example are described 
in the appendices. 
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TITLE 


AUTHOR 


RLP ~—sC REN 


Aggregate Industry 


Policy Division, Halton Region 
Planning Department. #3 


Soft cover, 46 pages including maps and 
tables. August 1974, 


An inventory and profile report intended to 
provide an overall background knowledge of 

the mineral aggregate industry and characteristics 
as it affects the Region of Halton. Fram this 
report, ultimate studies toward the development 
of the Regional Official Plan were initiated. 


Since the Region of Halton contains same of the 
largest aggregate deposits and operations in 
Southern Ontario, and because of its excellent 
geographic location and transportation criteria, 
the area will continue to be an important 
aggregate centre in the future. This report 
then indicates how aggregates are used, where 
they are located in Halton, and why. Potential 
supply areas are also delineated and explained. 
More specifically, the study is divided under 
the following general headings: 


1) The Industry-some definitions 

2) Uses of the Product. 

3) Criteria for Locating an aggregate Industry. 
4) Restrictions on Location 


5) Locating Stone aggregate - Areas of Potential 
Development. 


6) Locating Sand and Gravel - Areas of Potential 
Pit Development. 


7) Supply and Demand 


The report ends with a summary and conclusion 
section. This is followed by recammendations 
relating to public awareness, municipal control 

of the industry, planning and land use, government 
planning policies, and bulk transportation methods. 
An appendix is also included, and lists all quarry 
and pit owners in the Region, along with their 
location and product. 
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TITLE Agricultural Perspectives 


AUTHOR Policy Division, Regional Municipality 
of Halton Planning Department # 7 
FORMAT Soft Cover, 80 pages including maps, tables 


and appendices. August 1974, 


CONTENT This report provides an excellent appreciation 
of the agricultural activity which has taken 
place in the Halton Region between 1951 and 
1971. It also describes the 1971 agricultural 
activity. An overall picture gained fram the 
study is one of decline in farms and farmland 
in the Region. 


In addition to regional and township agricultural 
analysis, the Region is further delineated into 
four agricultural zones, and the agricultural 
activity within these zones is described. The 
assembled and analysed material consists of 
original records and existing data as related 

to both the Region and the total external forces 
of Southern Ontario. 


The analysis is divided into the following areas 
of investigation: 


1) Physical Resources 

2) Regional Analysis I - Post War 
Agricultural Development in Halton 

3) Regional Analysis II- 1971 data 

4) Rural Development Zones 

5) Agricultural Activity by Zones 

6) Questionnaire Results 

7) The Problem of Viability 


Proposals are offered for application to future 
agricultural land use policy within the Region. 
These proposals are intended as solution to 
arrest the depletion of productive farmland and 
agricultural activity in Haltcn Region. The 
appendices include an example of the Agricultural 
Land Use Report Survey Questionnaire used in 
formulating the study, as well as a statement on 
where and how data was accumulated. 


NOTE: A larger scale of inventory for similar agricultural 
studies was recammended. Also, farm classification 
Studies should be produced to develop a method of 
studying productive and non-productive farms, and 
farms which are held for speculation. 
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TITLE Wentworth - Burlington Suburban Bus Study 


AUTHOR DeLeuw, Cather Consulting Engineers for the 
Regional Municipality of Hamilton-Wentworth #1 


FORMAT Soft Cover, 39 pages plus Appendices and maps 
December 1971. 


CONTENT This report contains the results of an investigation 
of the service and financial aspects of suburban bus 
operations in a study area which canprises Wentworth 
County (now part of the Hamilton-Wentworth Region) 
and the Town of Burlington. It was initiated by the 
involved municipalities and the Province to determine 
each canminities interest in the continuation and 
development of improved Suburban Bus Service and the 
financial implications of sustaining these services. 


In response to the terms of reference as outlined for 
this study, the three major aspects of consideration 
are: 


1) the existing suburban bus services, their use by 
residents, the need for financial support and the 
amount of support needed to maintain present routes 
and schedules; 


2) the potential to provide more effective or more 
efficient services, particularly by avoiding duplication 
or excess capacity; 


3) the potential to improve the present services by 
increasing routes or schedules, or through alternative 
bus service methods. 


Attention was focused on the situation over the present 
(1971) and inmediate future. Long term suburban 
transit needs were not developed, although the types 

of organization which could meet these future needs 
were explored. Conclusions and reccmmendations are 
based on available data and certain, limited passenger 
interviews were carried out to augment the origin- 
destination information. . 
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TITLE 


AUTHOR 


FORMAT 


CONTENT 


1) 
2) 


3) 


1) 
2) 
3) 
4) 
5) 
6) 
7) 


Regional Niagara Retail Policy Study 


James F. MacLaren Ltd., Environmental 
Consultants, for the Regional Municipality 
of Niagara. # l 


Soft Cover, 80 pages plus maps, tables and 
appendices. January, 1974. 


A study of retail activity in the Niagara 
Region, leading to the development of retail 
policy guidelines to be adopted as part of 

the Regional Official Plan. The study was 
commissioned to indicate, in a regional context: 


How much floorspace could be supported; 

Where retail development should take place; 

When retail development would be required. 

Two complementary methods of retail study were 
carried out for the Region; the traditional trade 
area analysis and the Cullen Retail Gravity 
Model. The model, used to verify the trade 

area analysis and to gain further insight, 
basically simulates the aggregate behavior 

of consumers in a delineated study area. The 
model required, and the text described in detail 
the following base data and information - 
consumer zone delineation; 

zonal population; 

zonal retail expenditures; 

retail sales; 

retail floorspace; 


sales per square foot of sales area; 


travel times between residential zones and 
retail centres 


For the purposes of creating some means of 
understanding and crosschecking the trade 
areas independently from the working of the 
model, shopping patterns were determined 
through a shoppers' survey. 
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1) 


2) 


3) 


After gaining insight into the Regional 
Situation, a set of criteria were developed 
which established the options for model 

testing through use of the dispersed and 
regionalized development approaches. The 
criteria output was then evaluation in 

terms of the 1971, 1976 and 1981 time 

periods, and retail development recommendations 
made on the basis of this evaluation. 


The report concludes with the following 
appendices: 


computer output and options tested; 


documentation of retail floorspace and 
shoppers' survey; 


status of known (1974) Regional retail proposals. 
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AUTHOR 


FORMAT 


CONTENT 


Note:- 


Potential Recreation Areas and Fragile 
Biological Sites - Inventory and Re- 
commendations - Report No. II 


Philips Planning and Engineering Ltd., 
for the Regional Municipality of Niagara. 
#5 


66 pages plus maps, tables and photos 
July) 1972 : 


A report which compiles a comprehensive 
inventory of all publicly-owned land in 

the Region and presents development policies 
of the various agencies involved. Secondly, 
the report investigates all public and 
private undeveloped areas of high potential, 
and makes specific recommendations for their 
possible recreational development, while 
protecting all known environmentally fragile 
features . Conceptual plans for development 
of such areas are also included. 


The study is divided into two main sections. 
Section I involves the inventory and identi- 
fication of public and private sites with land- 
scape, scientific and recreational value. 

The discussions include an identification of 
fragile and unique biological sites, and 
specific private and public sites with high 
recreation potential. 


Section II is a discussion of high potential 
recreational areas. This includes a detailed 
analysis of the recreation corridors and 
dispersed areas of the Region. The section 
closes with a summary of the study with final 
conclusions and recommendations. 


The report is the second of three Official Plan 
Programme Reports which have been prepared by 
the Region. 
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A Report on Growth and Development 
Patterns in Peel - Towards a Regional 
Official Plan. (pamphlet) 


Regional Municipality of Peel Planning 
Department.# 1 


22 page pamphlet, including maps and 
tables. October, 1974 


Mainly a public participation report 
prepared as an initial step in gaining 
public insight into the preparation of 
thesreqionalsoftacialmPlana, |\Themreport 
daes not present final technical re- 
commendations, but merely provides an 
introduction to some of the critical 
planning issues involved in the Official 
Plan formulation. 


The first section deals with the general 
consequences of growth and the need for 
planning by specific objectives. The 
second section contains an outline of the 
basic steps to follow in the process of 
planning by objectives. The final section 
includes a list of possible objectives and 
a demonstration of how the basic steps 
described in the second section can be 
employed to evaluate alternative develop- 
ment patterns for Peel. This section is 
accompanied by graphic examples of alternative 
urban development patterns, along with 
density and population tables. 
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Development Patterns and Policy 
Statements for Peel (memorandum) 


Regional Municipality of Peel 
Planning Department # 2 


Loose leaf, 31 pages including maps 
and “tables. * October ;’""1974 


A report similar in subject and content 
to Peel report # 1, A Report on Growth 
and Development Patterns in Peel. As 
sucn, the report under discussion deals 
with the growth consequences, planning 
objectives and development alternative 


evaluation as discussed in report # 1, 
but in much greater detail. 


The section on growth and form in the 
report involves a more elaborate discussion 
of the topics than in the previous paper. 

An impact matrix is also introduced as 

a basic devise for evaluating develop- 

ment alternatives, and is described and 
explained at some length. These develop- 
ment alternatives are scored by the staff 
for this paper, and the resulting sample 
evaluation matrices accompany each alternative 
urban development pattern map. In addition, 
the reader is given the opportunity to 
evaluate these alternatives by employing 
the matrix, and the staff results are 
explained for comparative purposes. 
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Growth - Policy Paper # 1, Leading to 
the Regional Official Policies Plan. 


Regional Municipality of Waterloo Planning 
and Development Department. # 4 


Loose leaf, 18 pages, January 1974 


A discussion report dealing with the question 

of future growth policy and alternative growth 
patterns in the Region. The report was 

produced for cooperative discussion purposes 
between staff and the public, eventually leading 
to inclusion of a growth policy in the 

Regional Official Policies Plan. The content 

is keep simple to allow the public to follow 

the discussion. 


The report initially proposes an acceptable 
growth rate to the year 1991, and follows 
with necessary steps to implement this policy. 


The two main ingredients of growth included 
in the discussion are internally generated 
and externally generated growth. Both are 
analysed in terms of government policy 
implementation, regional utilization, and 
consequences. 


The following growth alternatives are examined 
for possible inclusion in the regional growth 
DOLicy: 

an average increase of 34% per year; 

an average increase of 24% per year; 

an average increase of 1% per year; 
relatively zero growth 

Also included in these discussions are the 
assumptions used by each alternative, along 


with decisions as to practicality and 
consequences for the Region. 


The following considerations are covered 
for use in the selection of an acceptable 
growth rate: 

External Government Policies; 

Growth of Economic Activity; 

The use of Natural Resources; 


Commuters 
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Housing - Policy Paper #4, Leading 
to the Regional Official Policies 
Plan. 


Regional Municipality of Waterloo 
Planning and Development Department. 
#7 


Soft Cover, 40 pages. May 1974 


An interim housing policy paper to 

prepare and analyse information for 
development of a housing policy for 

the Regional Official Policies Plan. 
Studies on some specific aspects of the 
housing problem will be an ongoing process, 
and may necessitate revisions to this 
interim housing policy. 


The policies included in this report are 
based on the nature of the housing problem 
as perceived by the Region. These major 
problems are initially related to the 
supply and affordability of housing, 
particularly for certain income groups. 


The responsibility for housing and the 
capability to respond to the housing problem 
are summarized in the basic outline of 
housing responsibility. The onus on housing 
is presented in terms of area municipal, 
regional, provincial, federal and builder- 
developer involvement in the delivery of 
housing. 


A number of responsive policy discussions 
follow, based on the supply of an adequate 
number of new units in both new subdivisions 
and in redevelopment areas, along with 
programs to maintain or improve existing 
housing stock at or above minimum standards. 
These supply discussions include: 
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i) Regional Housing Targets; 
ii) Regional Supply of Services - 
Water and Sewage Treatment; 
a) Kitchener 
b) Waterloo 
c) Elmira and St. Jacobs 
iii) Creating Individual Lots Severances; 
iv) Rural Development; 
v) Mobile Homes; 


vi) Public Sector Housing; 


a) Ontario Housing Corporation 
b) Other Programs 


viii) Special Housing Needs; 


a) Handicapped Persons 
b) Students 


The second major section of the report deals with 
areas where the Region and a regional housing 
policy could be effective ih minimizing price 
increases in the housing market. To help minimize 
costs, recommendations and anticipated results 
are presented for improved policies in the 
following areas: 
1) Development Approval Process; 
ii) Lot Levies; 
iii) Uniform Building Code; 
iv) Manufactured Homes; 
v) Controlled Cost Housing 
Two additional sections offer policy recommendations 


regarding land banking and improved administrative 
structure. 


The final section outlines housing policy 
directions for the Region based on points 
presented in the paper. 
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Sand and Gravel Pits - Policy Paper No. 5 
Waterloo (Regional Municipality of) #8 
el pages, June 1974. 


The Department of Planning and Development of the Regional 
Municipality of Waterloo has recently published Policy 
Paper No. 5, entitled Regulation of Sand and Gravel Pits. 
The previous four papers dealt with growth, settlement, 
econamic development and housing (see card B331, June 24, 
1974 - code COM) 


This fifth paper points out the need for a regional policy 
on sand and gravel pits so that various interests can be 
protected and that the various associated problems can be 
prevented. It is suggested that the Goverrment of Ontario, 
the Regional Municipality of Waterloo and the seven con- 
stituent Area Municipalities each have a specific function 
flowing from the following six objectives: 


1. to establish the location of active pits and quarries 

within the Region; 

2. to regulate the operation within pits and quarries; 

3. to ensure the rehabilitation of pit and quarry sites; 

4, to encourage the reusability of the land; 

5. to ensure that sufficient revemues are derived from 

operations by the Regional and Area Municipalities to 

meet expenditures; 

6. to encourage the rehabilitation and use of existing but 
abandoned pits and quarries. 


NOTE: for discussion purposes leading to the Regional 
Official Policies Plan 
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Options For Agriculture In York Region 
York Region Planning Department #1 
Soft cover, 24 pages, June 1975 


This discussion paper attempts to provide sufficient information 
on agriculture and its relationship to other development sectors 
to facilitate informed decision making. It does this by 
addressing to Regional Council: 


1. sufficient information to understand the impact of non- 
agricultural development on agriculture 


2. the desirability and feasibility of preserving a level of 
agricultural activity in the Region. 


3. what policy instruments are at their disposal to achieve 
the desired results. 


The report analyzes the trends in agriculture in York. Some of 
the more important findings were: 


1. Simple projection of existing average annual rates of 
decrease in agricultural acreage would indicate farmland 
disappearing entirely in 2 or 3 decades. 


2. Except in the south farm numbers as well as size have 
levelled off or decreased from 1966 to 1971 and that farms may 
be becoming less viable. 


3. The proportion of rented to owned land in the Region is 
increasing faster than in the Province, and is already higher 
than Provincial average. Rented lands are in a weaker position 
because speculator/developers who hold most of the rented land 
may withdraw it at any time. 


4, Tenuous nature of year-to-year land leasing is making 
longer range livestock planning increasingly difficult and 
therefore the trend toward annual cash croppings. 


5. Capital investment in machinery and equipment is not 
increasing as fast as the Province as a whole in the southern 
part of the Region, again reflecting inability to make a long- 
range commitments. 


6. Off-farm work; a faster Regional increase in the number of 


farmers reporting off-farm work and those working full time off 
the farm, than in the Province. 


pene ce, 


Stget shov il oad Luo eae 


‘y fexeP alee gatrnl’ 


et j «uit, , Bao 46 Py 7 7G 
. o . 
; ai 
Chives oF Ge yRIle Sayed mule inet 
vwetie og chtenolJieien: 2727 Bae Rael 
Cie no.azeen patric ets 
eV Pwnwet). Fy ~~ wtaan oq 


ral rere: of rele, seen 
Bitola | drtanqnisvemy 


v4iltdeacs) inte iota mach } 
Loon, cofy yt’ OIE eis wee Bag 


th) wu Gorrie voting a iw 


aL Estee ba a ss 


f 7 7 
& no. dbnert ent pemes ‘nies 


iw eos oo ae 


ay es ates bee So ak ioalory eee ae : 
Low Tarr Connie: Sirota Abs 
Ohi wm S$ Peele Lae. 


* sit oy iis eIoe ett ; 4 
oe. 1 buauegr se 


ee 


ae 
a : if Pee Darvel? O7, Tair le fy) by 

-. i hw ,sontves® at 3 ur ace? “goteeth 

it we Ghent Seat tuna a, fA 

fae f rte erogobaet\acfele 

ay ws ae - 


cnt: 6. eho l “al Sere TRY 70 entra 
j -eFtewrpon. priteeio DOD BET: 
2a e270 eed Creve iriumabd itt a 


U4 ine vienna Bt ih 
G! cath & £6 sohluortin ae 
eyiltder! pl soat ora 


rst) ity 7. 
: - ' 


JZ 7. 7 > * 


esi "Tat 53 = oa wtierrornt iarcoiyet te. — 8S awe ri 
“o ee Liut gabe: emads Be ees roa > ahi 
7 ie | ra 

he. 

af 


7 
a es my 


3 ‘4 cae Sai’ 
a ES ee 


Sie Pi 


7. In comparing Peel, York, and Ontario County statistics the 
effects of residential/commercial development pressures have in 
fact moved from west to east across the COLUC area. 


The report also includes a description of qualitative aspects 
of agriculture which were derived through interviews. They 
include: 


1. Advantages to farming in York Region 
Day-to-Day Conflicts With Other Land Uses 
Impact of Current High Land Prices 
Disappearance of Farmland 

Uncertainty About the Future of Agriculture 
Unthreatened Agricultural Land 
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Following the analysis of present trends "Alternative Courses 
of Action” are explored to reduce both direct disappearance 
and uncertainty. The Options outlined include: 


1. High population growth with different types of residential 
development with varying population densities. 


2. Low population growth with different types of residential 
development with varying population densities. 


The study further recognizes that: 


1. Agriculture, even if profitable, cannot compete with other 
economic endeavours for land on a full opportunity cost basis. 


2. The primary contribution Regional Government can make to 
agriculture is to attempt to ensure that farmland is not 
preempted by other uses and that conflicts between agricultural 
and non-agricultural land uses minimized. 


3. Regional Government might establish policies to motivate 
farming, as long as possible on land clearly identified for 
future development. 


The report concludes by setting out 5 possible actions for mini- 
mizing conflicts and, as well, describes how the following 6 
instruments could be used to support agriculture: 


Land 

Land Designation 
Zoning 

Assessment 

Taxation 

By-laws and Enforcement 
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A nine page summary of this report was also drafted for circu- 
lation to residents within York Region for their information 
and comment. 
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Urban Settlements In Rural York Region - 
An Interim Policy 


York Region Planning Department #2 


Soft cover, 36 pages and appendicies, 
June, 1974 


The interim policy paper is to provide the basis 
for assuring that no further major development 
commitments will be made without a substantial 
Regional input. 


The report is aimed not only at retaining the 
commutershed to the maximum degree in recrea- 
tional, agricultural, and other open space 
uses but to guarantee that a thorough analy- 
Sis and evaluation of the full range of 
development implications will be conducted, 
and not merely servicing availability and 
costs, when addressing development proposals 
for villages and hamlets in York Region. 


The development implications outlined include: 


1. Impact on Population and Settlement 
Pattern. 

2. Accessibility of Urban Places to 
Employment Opportunities. 

3. Impact on the Level of Community 
Services and Facilities. 

4. Need and Feasibility of Water and Sewage 
Services. 

9. Impact on Present Capacity and Future 

Availability of School Space 

Impact on the Capacity of Existing Roads 

Impact on Rural Resources 

Impact on the "Character" of Existing 

Settlements 

Jen biLeCts Ole LOCaLlonwataning cca le and 
Structure on Public Investment. 
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The above factors were derived from 4 primary 
evaluation \cVitenia. feast Dilitye utility. 
economy and acceptability, where: 


1. The feasibility of a development 
proposal is gauged by whether it is 
technically, legally and physically 
realizable, in terms of provincial, 
regional and municipal growth con- 
straints, capacity of existing roads, 
land suitability and other factors. 


2. The utility of a development is 
evaluated on behalf of the future 
users by the Regional Council, its 
technical staff, the Area Munici- 
palities and through public 


participation, by potentially affected re- 
Sidents of the existing urban settlements. 
The evaluation will involve considerations 
of the impact on the level of community 
services and facilities, on the 'character' 
of existing settlements, accessibility 

to employment opportunities and other 
factors. 


3. The economy of a proposal is assessed by 
whether it provides the specified deve- 
lopment at competitive public and private 
financial costs. 


4. Finally, the acceptability of a develop- 
ment is determined by whether feasibility, 
utility and economy can be combined in 
a way that the Regional Council, as elec- 
ted representatives of the public, can 


accept. In other words, a development 
proposal must be compatible with political 
reality. 


Of particular interest to other Regional munici- 
palities would be the discussion of this issue in 
Vevaevonsia pomlOlleGahc Gi GO mia Us the 
rationale for the suggested interim strategy, the 
evaluation methodology - especially the 9 develop- 
ment implications and finally the technique used 
to measure accessibility of urban place to employ- 
ment opportunities. 


An outstanding example of how clearly the report 
articulates the issue is the definition of what it 
terms rural resources, ie: 


1. good farmland 

2. high quality woodlands 

3. lands with aggregate potential (sand and gravel) 

4. lands which are ecologically important in their 
natural state, such as wildlife habitats, 

5. lands important for water conservation and 
Management purposes, including re-charge flood 
control and water supply 

6. land with a high landscape or scenic value, and 

7. lands with a significant recreational potential. 


Moreover, each of the above elements is then defined 
in specific terms as to its exact meaning. The report 
Clearly establishes that the "rural areas" cannot be 
regarded as the residual which remains from the urban 
development process. 
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The suggested interim regional policies are defined 
under: 
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Relating to Official Plans, Amendments and 
Subdivision Applications (3 in all) 
3. Relating to Regional Capital Works (2 in all) 
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Mobile Home Parks —- Research Report #3 


York (Region of) #3 


31 pages and appendix September 1972 


The examination of different aspects of mobile home park 
development. The objective is to provide information that 
will contribute to the making of policies concerning this 
form of housing in the Region. 


The following aspects are covered: 
1) Mobile Hames and Mobile Hame Parks 


definitions 

the mobile home 

mobile hame dwellers 
financing of mobile homes 


2) mobile home park locations 

3) site planning for mobile hames 

4) municipal revenue 

5) municipal expenditure 

6) development cost 

7) municipal control over mobile hame parks 


Summary of findings are as follows: 


- mobile homes are a legitimate form of housing 

- they are medium density? 

- mobile homes should be connected to mmicipal water and 
sewage systems 

- mobile home parks should not be allowed to locate ina 
rural area 

- a zoning categorie for mobile hames is desirable 

- site plan and development agreement is desirable 

- the revenue fran a mobile home unit is less than that of 
most single family conventional dwellings .°. the munici- 
pality should take steps to correct this imbalance 
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Oak Ridges Moraine Study -— An Interim Policy Approval to 
Development 


York (Regional Municipality of) #15 
16 pages and 2 appendices July 1974 


The two objectives of the report are: 


1) to document detailed physical resource information relating 
to the Oak Ridges Moraine 


2) to assess the relative importance of the Oak Ridges Moraine 
within a larger regional context to accommodate certain types 
of outdoor recreational activities which require specific 
kinds of physical envirorments 


The purpose is to: 


~- assist the Regional Planning Committee and Council in their 
review of development proposals affecting the Moraine prior 
to the approval of a Regional Official Plan 


The following is studied: 


1) current development pressures in the study area 

2) methodology (using a relative envirormental impact 
classifieation system that takes into account environmental 
sensitivity and recreational capability) 

- useful for environmental impact technique 
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Data Bank Outline 
York (Region of) #17 
17 pages October 1972 


To explain the basic features of the Ministry of 
Transportation and Communications with particular 
emphasis on the output that will be available. 


3) A discussion of the information that will be 
put into the data bank, with particular reference 
to the availability of data for York Region. 


2) A discussion of the output that will be available, 
including consideration of the type of data, the 
frequency with which it will be updated, the types 

of tabulations that can be done, and the geographical 
detail available. 


3) The cost of obtaining various types of output, 
the availability of special programs etc. 


4) General conclusions and the place of the data 
bank in the overall data management requirements of 
planning agencies in York Region. 


Since the M.T.C. “is setting up ‘the data bank 
primarily to aid in the planning and management of 
transportation and communications systems in Ontario, 
the data that goes in must be relevant to this 
function. Output is arranged in: 


block face units 

blocks 

basic planning units 
minor planning districts 
planning districts 
municipality 

or Regional 


Data will be available for 3 general categories: 


i) property - assessment, lot area, year 
of sale, number of parking spaces, etc. 
ii) occupancy - no. of residents, estimated 
rent. etc. 
iii) individual - marital status, year of 
Dive. 6 cc. 
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Tax Yields and Municipal Costs of Alternative 
Types of Residential Development 


Regional Municipality of York Planning Department 


38 pages, Dec. 1971, tables, soft cover. 


The basic purpose of the study is to provide 
information that will contribute to the making of rational 
Sublic decisions concerning the distribution of future 
-esidential development by dwelling type. The study analyzes 
the financial implications at the local government level of 

4 types of residential development - single detatched, semi- 
detached, townhouses, and apartments. 


The cost anlaysis in this study concentrates 
exclusively on education expenditures since it is the largest 
Single item, accounting for over half of all costs financed 
by the property tax. Reasons for the restrictions are well 
documented. 


A useful outline of other local costs that are 
siderations, which must be kept in mind when assessing 
residential development proposals. 


The report also provides an overview of other 
dies related to this question. 


The basic concepts, assumptions, procedures 

and results of this study would be very useful as a reference, 
especially to communities just beginning to receive an influx 
apartment and multiple family development. 
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Report of the Agricultural Committee 
Brant Planning Board #2 


6 pages plus maps and 7 appendixes, 
July 1974 


This report proposes numerous goals, objectives 
and policies for the development of rural 

lands in the Brant planning area. These 
recommendations are based on information 
pertaining to rural land use in Brant County, 
which was gathered by the Committee. 


The objectives, pursuant to the goals produced 
by the report, were derived by considering: 


1) the present state of planning and land 
division in Brant. 

2) present and future agriculture in Brant; 

3) recreation and conservation in rural 
Brant. 

4) forestry and wildlife management in Brant. 


Consequently, the explanations for each 
formulated objective (13) are found in the 
appendix of the report, which contains detailed 
information on the following broad topics as 
related to Brant County: 


1) Rural Planning Policies 

2) Agriculture 

3) Conservation 

4) Forest and Wildlife 

5) Forest Properties 

6) Suitability Rating for Wildlife 

7) Agriculture in Brant County = 197s 


Finally, policy recommendations are produced 
for the following subject areas: 


1) Policies for Agricultural Lands; 

2) Rural - Residential Development Policies; 
3) Open Space, Hazard Lands, Conservation 
and Natural Resources Policies. 
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The policy recommendations, along with the 
Capability/suitability rating systems used in 
this report, could be applied to similar rural 
issues in other areas of Southern Ontario 
which, like Brant County, are recently ex- 
periencing growth pressures of accommodating 
such growth in a previously rural setting. 
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September 1973 


Pros and Cons of Reversed Frontage 


ByencLord | (Caty sot) iy 2 


September 1973, 6 pages, memorandum 


A brief review of the advantages and disadvantages 
of the reversed frontage principle, with special 
reference to its relationship to single-family 
Tots. 


The following items are discussed: 


1) the one foot reserve 

2) function of aterial streets 

3) advantages of the reversed principle 

4) objections to principle 

5) the Fairview Drive Devlopment and its 
relation to the report 
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BLiTLE Brantford Housing Policy - Phase l - 
Statement of Municipal Housing Policy 


_ AUTHOR Brantford (City of) #9 
FORMAT 29 pages and appendices February 1975 
CONTENT Phase 1 (of the 2-phase approach outlined 


by the Ministry of Housing) outlining the 
Municipality's general housing aims. 


The municipality considers the subject matter 
dealt with in sufficient depth to: 


1) enable the Corporation to obtain the 
necessary authorization to "convert" land 
presently owned by the Corporation, although 
acquired for other purposes, into land for 
future residential development. 


2) provide a basis for the development of a 
phase 2 policy statement, and form on 
application funding by the Government of the 
Province of Ontario under the Housing Incentive 
Study Grant programme, and 


3) enable the Corporation to utilize a full 
range of available housing programs of Senior 
Governments 


Material covered includes: 


1) interim housing goals and objectives 
2) survey analysis, projections and forecasts: 


a) population 

b) housing stock 

c) vacancy rates for residential 

d) housing supply and demand 

e) cost of housing for single family 
home ownership 

£) public housing 

g) neighbourhood improvement 


3) availability of land and potential residential 


development : 
4) municipal land assembly (The Tom Street Project) 
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Purpose and Need for Set-Backs and Yards 


Brantford (City of) #10 


June 1974 16 pages 


Briefly reviews the Municipal objective of requiring, by zon- 
ing bylaws, that buildings be set-back fram property boundaries 
in order to provide yard space. 


The following areas are covered: 


1) historical background 
2) typical uses of and dimensions of yards 


a) residential 
b) industrial 
c) cammercial 
dG) institutional 


3) conclusions are developed for each of the above land uses 


This is a camplete document that first examines the phildsophy 
of setbacks then develops criteria for standards, although no 
exact figures are laid out. 
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The Eagle Hill Redevelomment Plan 


City of Cambridge Planning Department # 5 


Soft Cover, 16 pages and appendix 
September 1974. 


The purpose of the Eagle Hill Redevelopment 
Plan is to devise general improvements to the 
Eagle Hill area urban environment through tri- 
level government and public involvement. The 
plan also sets out the schedule of improvements 
to be carried out, pursuant to section 22 (2) 
of the Planning Act, so that residents and 
landowners in the area have same direction and 
cammitment fran the mmicipality. The plan, 
showing the various improvement projects 
intended by the municipality, should provide the 
stimulus needed by residents and landowners in 
the redevelopment area to make their own 
camnitments to their neighbourhood and its 
revitalization through the Residential Re- 
habilitation Assistance Program (R.R.A.P). 


The redevelopment plan, divided into two phases 
for administration purposes, contains proposals 
aimed at substantially improving the physical 
environment and the quality of life in the 
area. These proposals and associated projects 
fall into the following categories: 


1) Public Works 

2) Parkland and Open Space 

3) Government Sponsored Housing 

4) Cammmity Facilities 

In addition to the background discussions, 
the plan also includes a detailed explanation 


of each individual proposal by category for 
each phase. Cost estimates are not included. 


RO1 RO2 RO6 A32 Als EIS 


oll sien Teese 2G eae athe 
~aeK) pelral i gutémse ts as: |e 


OT aA ‘youl au a al A ae owe 
;evRe soured qae. 


aT 2 Gime mge Se coinetwe [ att . 2 
~~ ng vustin Belvub ye a! Point Gy) re iy, 
j a f vom tentgu ses : 
rorehs 1 Gy Ak dnevoR live (op da 
dy yD xt w iS agee Mae tages 
/ ei shire tes elas 
sit co ok Grtiteae ee 
AP et: a <i DY Sebpbhel 
nin’ ao ead OSS eSeminar 
Y Bar i ea Sie ee ie 
! wy Ge a va Wale, 
ius yl Seber copie | 
Me Wey ale vabes aes iv 
Ce OPI “CIS. ae ee net =" ) a, 7 
: +4 or cvote aes ye bade Spars , : eal it 7 
oi ode heee peemyts ty 5 eel ; 


Wi | a eae eet 
| 2 Fonae ion 3 
ait mer petite $0 Denki. 
fs) Gt Cee Tee LOI . 
5 VES “$7 Ta at? Pop te a 
ts ashiak ‘gig cnt ned A 


ahve oekdes 9 (f 
ses go tes Selita 
yRarcae wre (e) al ' i 
bait Lise, yaa Ry al 
fen opty SH OF ol RRB | ; 
we Joliet © ebay ele item ose 


acedem yet Lebecmay Geghly Leah does * 
o J6) ete sapanites Gad). meee 


> TIA Tid CEA 


AUTHOR 


FORMAT 


MU £MIC 


S03 


RO6 


St. Clair - O'Connor Study 
Borough of East York Planning Department. #1 


Soft Cover, 13 pages plus maps and 
diagrams. June 1974. 


This mainly cammercial descriptive analysis 
was Originally requested by Council in 

an attempt to provide an acceptable alternative 
to certain St. Clair- O'Connor area policy 
statements which were included in the cognate 
camminity secondary plan, but were subsequently 
excluded fram the plan by the O.M.B. While 
the area of concern is a precisely defined 
territory around the intersection of St. Clair 
East and O'Connor Drive, this study extends 

to a larger surrounding area which is not 
defined. 


The study contents are analysed within the 
following framework: 


1) Existing situation 
(i) Econamic 
(ii) Physical 


2) Problems 


Following this rather brief but adequate 
investigation of the study area, a summary 
and suggestions are presented. The commercial 
Situation is summarized as having suffered, in 
an apparent rather than a real sense, fram 
the advent of the big shopping plazas and a 
progressive loss of on-street parking in the 
area. 


The report also includes a useful collection of 
maps which illustrate the following physical 
and econanic camponents of the study area and 
immediate vicinity: 


1) Traffic Flow - St. Clair East and O'Connor 
Drive 

2) Existing Cammercial Land Use 

3) Property Assessment - 1973 

4) Property Tenure 

5) Water Supply System 

6) Storm Sewerage System 

7) Sanitary Sewerage System 

8) Telephone Cables 

9) Gas Mains - 
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The Leaside Industrial Area Study 1972 


Fast York (Borough of) #45 


62 pages and appendices Cctober 1973 


A report to determine whether the Leaside Industrial Area 
is still viable as an industrial park - if it is not, then 
what would be suitable alternative land uses - and if it is, 
then what municipal actions would be desirable to ensure 
its continuing vitality. 


The consolidation into one cogent document various reports 
which concern directly, or indirectly, the Leaside Industrial 
Area, and to supplement further the data contained in these 
reports where necessary; to analyze the above material and 
draw conclusions; to make suggestions based on these conclu- 
sions as a basis for public discussion aimed at adopting a 
suitable programme and policy. 


Summary of recammendations is as follows: 


1) the Leaside Industrial Area should continue as an industrial 
and business canmunity 


2) business offices as a principal use should maybe be 
restricted possibly to the area north of Vanderhoof 


3) unused and underused "back" lands should be opened up to 
more intensive use by: 


a) installation of new and improved water and sewerage 
b) construction of the Leslie Street Extension 
c) zoning restrictions on open storage 


4) internal road circulation should be improved by new road 
links, improvement of bends, and improved loading facilities 
where possible 


5) amenities for workers should be improved 
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Title: Procedures For Public Hearing Notification 
In Higher Density Residential Developments 


Author: Etobicoke Planning Department #1 
Format: loose leaf, 4 pages, December, 1973 


Content: The aim of the report is to examine what 
improvements can be made in present pro- 
cedures to satisfy the objective of tenants 
in high density residential developments 
receiving notifications of public hearings. 

The basis for this concern is the recognition 
that more and more people are finding rental 
accommodation is no longer temporary and 
therefore have a legitimate claim to being 
invited to participate in the planning process. 


The feasible alternatives included: 


(1) extension of the current searching of 
assessment roles to record relevant 
addresses for subsequent mailing of 
notices; 


(2) reliance on newspaper advertisements to 
reach residents of higher density de- 
velopments; or, 


(3) distribution of notices to residents 
in higher density developments through 
a central distributing point such as 
the post office, apartment building or 
townhouse project owners in the case 
“of rental developments or property 
management offices and condominium 
corporation boards in the case of con- 
doninium developments. 


The third option was chosen with the central 


distributing point to be determined by the 
circumstances of a particular application, 


interim to operationalizing a computer prog- 
ramme for notification purposes. 
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TITLE Development Control (Section 35a of The 
Planning Act) Implementing By-law and 
Procedure Memorandum. 


AUTHOR Borough of Etobicoke Planning Department. # 2. 
FORMAT Loose leaf memorandum, 5 pages. May 1974. 
CONTENT A report, requested by Council, to investigate 


certain procedures and consequences of enacting 
amendments to all zoning by-laws in order to 
impose development control throughout the Borough. 
In the first stage of implementation, the areas 
defined as exempt fram such amending by-laws and 
development control would be "those single-family 
detached zones that do not abut a public park, 
valleyland, drainage corridor, industrial zone, 
railway line, expressway or the Eglington 
Transportation Corridor". 


Through consultation with various involved borough 
departments, the report attempts to establish the 
following matters prior to preparation and enactment 
of such amending by-laws: 


1) the specific definition, in words or plans 
Suitable to zoning by-law usage, of the general 
intent contained in the recammendation for amendments 
to impose development control; 


2) the volume and nature of the work load that 
will be created; 


3) the appropriate procedures to ensure that 
applications can be given adequate study without 
introducing undue delay for applications of minor 
consequence . 


MLU MLG MUG MUM SO5 RO7 els, C16 


—_ ca vermatnen Snot: Weal, sg a 
i oo <a. 2 a 


® Ne = - wit ie clita % oe a 
; . “a ye a > 7 : 
: Pale.) A 
ew: “sla Odeo my 
oe eh 6o ae” eT le rs 
ee DAege hk Saar 


+ bet lese (hee 


i” 
wees > Aqua, 

, 4 re aT eee 
; oy 48 2a See 


viel] Sea | fags Xe a 


vutLisiost Fasceiag ae ‘es Y 

stat et a ae jah 

a sae? ey renal 7 ¥ 
Lakey 2¢ sneer Shes ae 


Baad 
tot ote iat ea 


Title: 


Author: 
Format: 


Content: 


Mixed Commercial-Residential Condominium 
Development 


Etobicoke Planning Department #6 
loose-leaf, 10 pages, plot plan, January 1975 


The proposal consists of commercial retail 
and service outlets at grade and 2 storey 
residential units above (60 units in total). 
Both uses are to be marketed as condominiums. 


The proposal is described as relatively 

unique in two respects, firstly the novel 
method in which the residential and commercial 
uses have been combined architecturally and 
secondly with respect to the marketing of 

the units. 


Certainly the kind of residential environment 
which is proposed to be created is a radical 
departure from the more mundane combinations 
of commercial and residential use that have 
been typical in the past. The subject 
proposal provides for walkways, a common 
playground facility in addition to the private 
open space areas adjacent to each unit, all 
of which gives an impression of an elevated 
street at a scale conducive to a number of 
social activities generally uncommon to 
developments of this nature. 
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Report on Problems in Existing 
Condaminiums 


Borough of Etobicoke - Special 
Committee on Housing. # 9 


Loose leaf, 39 pages plus 6 
appendices. November, 1974. 


A valuable investigative summary which endeavours 
to explain certain condaninium problems with 
respect to standards of development and function 
of condominium projects, and to propose positive 
steps for their resolution. The Majority of 
problems with existing condaniniums, as outlined 
in this paper, would appear to relate to the 
rights of condaminium purchasers respecting 
dealings with developers and the provisions of 
The Condominium Act. 


From a meeting convened by the Borough's Special 
Housing Cammittee, which included Condaninium 
Corporation Presidents, a number of general 
problems were identified for further discussion 
by the Cammittee. These problems are discussed 
and recammendations proposed in the report, and 
include the following general problem categories: 


1) Parking Problems 
2) By-law Enforcement 


3) Inspection 

4) Maintenance 

5) Taxes 

6) Condominium Association 
7) Renters 


The Camittee analysed the problems through 
consultation with the Borough Solicitor, Departmental 
staff, and representatives fran the Etobicoke Fire 
Department, Metro Police and Provincial Assessment 
Office to clarify issues and to fommlate suggestions 
for further action. 


The report includes an impressive appendix 
representing the following topics of discussion 
between the Cammittee and Condaminium Corporation 
Presidents: 


1) Condaninium Development Policies and 
standards; 

2) Submissions received fram Condaninium 
Corporations; 

3) Minutes and Notes Regarding Housing Cammittee 
Review of Condominiums; 


conti... .2/. 


4) Memorandum Concerning Recreation and 
Social Services in Condominiums; 

5) Proposed Amendments to the Condaninium 
Act, October, 1973; 


6) Recent Assessment Review Court Decision 
on Condominium Assessment. 


A significant number of the specific recommendations 
presented in this report presume further action 
by the Provincial Government since so many 
condaminium problems derive fran the provisions 

of the existing legislation. Same recommendations 
involve measures that can be initiated by the 
Borough while other solutions suggested can be 
effected through the independent action of 
individual condominiums. It should also be 
emphasized that the recammendations submitted 

are considered to be solutions to those problems 
identified in Etobicoke, but are presumably 
general problems of all existing condaniniums 
throughout the Province, since they all operate 
under the same provincial legislation. 
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T2tre: 
Author: 


Format: 


Content: 


Report On Townshouse Development 
Etobicoke Planning Department #11 


loose leaf, 10 pages plus site plan evaluation 
schedules, May, 1971 


The report consists of an evaluation of the 
relevant policies and standards viewed in 
the light of existing development, together 
with recommendations for improvement to 
future development of a similar nature. 


As a working basis it was pointed out that 
the current maximum density (20 U.P.A.), 
setbacks and underground parking require- 
ments were not considered conducive to de- 
sirable site design. Problem included: 


1. fragmentation of landscaped areas 

2. lack of sufficiently large areas 
for Atot lots", etc. 

3. drainage problems 

4, damage to vegetation (related to poor 
drainage) 

5. excessive number of units in con- 
tinous rows 

6. inadequate access for fire safety 

7. Massive appearance 


Performance criteria are also detailed for 
Townhouse schemes developed on arterial or 
primary collection roads: 


1. no individual driveway access 

2. minimize access points through 
use of interior drives 

3. front elevations should ideally face 
street 

4. emphasize privacy for each individual 
unit 

5. Interior roads should accommodate 2- 
way traffic with sidewalk on one side 

6. Where a perimeter road is established 
a 60 ft. setback from street line 
should be required to accommodate 
landscape strip, interior road, buil- 
ding setback 

7. Variation in design and materials 
every 6 units 

8. Maximum number of units - 100 
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As a guide a maximum of 15 to 17 U.P.A. are 
recommended, depending on type of parking 
facilities proposed. However, it is also 
recognized that reduction in units is dif- 
ficult to achieve at the:site plan stage 
when by-laws have already been approved, 
therefore a proposed policy provision is 
recommended that plot plans for townhouse 
projects must be approved by the Site Plan 


Committee prior to approval of an amending 
zoning by-law. 
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Format: 


Content: 


Maintenance Of All Properties - Amendment No. 
B-1 


Etobicoke Planning Department #13 
Loose-leaf, 5S pages, June 1973 


A statement of principles and policy to be 
adopted into the official plan as a basis for 
the adoption of a comprehensive maintenance 

and occupancy by-law to apply to all properties 
(industrial, commercial, residential) within 
the Borough. 


A by-law related to non-residential properties 
and the extension of the Borough's present 
residential maintenance and occupancy by-law to 
cover residential interiors and multiple 
dwelling units are to follow the adoption of this 
report. 


This report was prompted by the repeal of Section 
36 of The Planning Act in June 1972 and its 
replacement by a new Section 36 which provides 
municipalities the latitude to include uses, 
other than residential, under maintenance and 
occupancy control. 
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Ancillary Commercial Uses in Institutional 
Designated Areas - Amendment No. B-3 


Etobicoke Planning Department #14 
Loose-leaf, 5 pages, November 1973 


This report identifies the types of ancillary 

uses and structures that could conceivably locate 
within institutional areas without detracting from 
the essential insitiutional character of an area. 


Criteria to be considered to determine the 
desirability and location of such ancillary uses 
is also listed since all proposals would be 
required to seek an amendment to the Zoning By-law. 


The report concludes by recommending a new policy 


statement for the Official Plan to establish the 
provision for ancillary uses in institutional areas. 
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Title: Special Site Policy - District 3 Plan 
Author: Etobicoke Planning Department #4 15 
Format: loose leaf, 6 pages, February 1975 
Content: This report outlines the application of a policy 
aimed at prohibiting the partial development of 
specifically defined isolated sites within the 
Borough. 
| Borough objectives for such locations are to 
| reject piece meal development of such sites in 
| order to avoid serious problems related to: 


| 1. adequate access provisions to the 
| remaining lands 
| 


2. inefficient site usage 
q 3. inadequate servicing arrangements 


4. building design, co-ordination and 
| scale 


| Development and redevelopment of such area is 


to be encouraged through land assemblies which 
May necessitate some degree of public involvement. 
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Author: 
Format: 


Content: 


Review of Current Official Plan Policies and 
Zoning By-law Provisions Affecting Automotive 
Uses. 

Etobicoke Planning Department #21 


loose leaf, 28 pages plus appendix, May 27, 1975 


The report examines current Borough policy and 


regulations governing the ubiquitous urban planning dilemma 
of how to effectively deal with the establishment of 
re-development of the specific range of land uses directly 
associated with selling, renting, equipping, repairing, 
storing, or washing of motor vehicles such as automobiles, 
trucks and trailers. 


Some of the principal recommendations of the 


report include: 


1. 


Not to allow the sale of used cars, unless 
in conjunction with new car sales. 


Permitting truck terminal uses under industrial 
zones within only two specific areas of the 
Borough. 


Revise Borough zoning by-laws to include the 
provision of Metropolitan Toronto By-laws 
88-69 § 127-71 regulating service stations and 
car washers while retaining those local 
standards which are more stringent and 
extending such requirements to cover gas bars. 


Revise the Borough's Zoning By-laws to remove 
automotive uses from all pertinent zoning 
categories as permitted uses, except where 
permitted as accessory uses, with the provision 
that all buildings used at the date of the 
passage of the amending by-law may continue to 
be used and maintained and shall be deemed to be 
permitted uses. 


Revise the Borough's Zoning By-laws to incor- 
porate a new zoning category classified as 
Automotive Commercial (A.C.) and subdivided 
as follows: 


A.C. -1 Gas Bar 

Ae. -2 Service Station 
A.C. -3 Car Wash 

Dees -4 Public Garage 
AaCs -5 Parking Lot 


owes, 


6. Repeal of Gasoline By-law 


Also of considerable value is the recommendation 
for the inclusion of 11 specific policy guidelines relating 
to car wash uses into the appropriate sections of the 
Borough's district Official Plans. 
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Application For Amendment To The Zoning 
By-law 


Etobicoke Planning Department #24 


loose leaf, 3 pages, 


This form requires not only the completion 
of a fact sheet for the development proposal 


but: 

1. a letter stating reason and justification 
for wishing to change existing zoning 

2. a key map describing all nearby lands in 
the possession of the applicant, whether 
by ownerships or option 

3. a site plan or workable scale of proposal 

4. sections, elevations, perspectives of typical 
floor and suite layouts 

5. contour map if deemed necessary 

6. if a multiple family residential scheme, 
indication of it being condominium or ~ 
rental 

7. erection of a sign on the subject property 
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Title: Multiple Use Of Ontario Hydro Rights -Of-Way 
Author: Etobicoke Planning Department # 25 
Format: loose-leaf, 9 pages, May 1975 


Content: An analysis of existing controls affecting 
hydro R-O-W with the view of attempting to assess 
what policy and regulation changes are needed 
to meet Ontario Hydro's interest in having its 
R-O-W made available to a wide range of uses. 


Existing zoning of Ontario Hydro R-O-W are 
determined on the basis of existing zoning of 
properties on either side. This was considered 
less than ideal and in many cases highly un- 
Satisfactory since in many instances the R-O-W 
acted as a buffer between incompatible uses. 


New policy guidelines for incorporation into 
the Borough's district Official Plan emphasized. 


1. priority for public uses 


2. protection of future options for 
accommodating all potential linear 
uses 


3. non-public uses of an ancillary nature, 
involving no substantial investment in 
buildings 


4. compatibility with existing land uses 
in the vicinity 


To implement such policy a "utilities" zoning 
classification was recommended for all R-O-W; 
thereby making all proposals subject to 

a rezoning process and the provisions of the 
Borough's Development Control By-law as well as 
such relevant standards and conditions as 
established by the Borough and Ontario Hydro. 


With regard to the need for close liaison between 
the Borough and Ontario Hydro new procedures 

are described for the consideration of all future 
development applications falling within Hydro 
R-O-We 
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CONTENT: 


Study of the Desirability of Special Zoning; 
Lorraine Gardens - Appleby Road Area 


Etobicoke Planning Department #27 
Loose-leaf, 7 pages, October 1973 


This report identifies criteria to be used as bases 
for determining the suitability of an area for 
"preservative zoning". Its focus is existing or 
established residential areas which are or could be 
subject to pressures for redevelopment or intensi- 
fication of existing uses. 


The objective of establishing criteria for 
"preservative zoning" is to: 


1. strengthen diverse residential area 

2. preserve outstanding features and qualities 
of the Borough that contribute to "the quality 
ofeiitel: 

3. protect those areas which provide a degree of 
interest which is less characteristic of current 
residential construction 


4. provide a basis for assessing applications for 
severances in existing residential areas 


5. maintain areas representative of different 
periods of residential building design 


Criteria include: 

1. Architectural &/or historic merit of buildings 
2. Development Hae oyNy 

3. Physical features of area 

4. Social character of an area 

5. Neighbourhood support for special zoning 


6. Municipal interests 
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Staging of Development Report 
City of Kitchener Planning Department. # 2. 
Loose leaf, 20 pages including tables. January, 1975. 


A development priority schedule for the municipality, 
prepared as an information report of municipal 
intention toward the scheduling of current and 
proposed residential development. It is intended 
that the report be utilized by Council as background 
data and general information in regard to existing 
and expected plan registration. 


The report itself is a compilation and inventory 
of existing and expected registrations for 1975 as 
well as potential future registration for 1976. 
Development factors and definitions are also 
included, along with an explanation of the several 
Statistical tables which comprise the majority of 
the report. These tables present the following 
four categories of information: 


1) total vacant registered lots and/or potential 
units as of January 1, 1975; 


2) detailed compilation of current registered plans 
including individual dates of registration, vacant 
lots and/or units, and serviceability; 


3) potential 1975 registration as a detailed 
breakdown of individual plans, and including 
estimated lots and/or potential units, serviceability, 
capital works and associated costs; 


4) potential 1976 registration as a detailed 
breakdown of individual plans, along with associated 
capital works and other costs. 


The document is intended as a reasonably accurate 
schedule to which the mmicipality will try to 
adhere in the provision of hard services and 
processing plans toward registration. It will also 
be used to calculate future lot levy forecasts. 
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ii) 
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Condominium Conversion Policy 
City of Kitchener Planning Department #7 
3 Page Staff Report. June, 1975 


A discussion and recommendation report on 

the formulation of a policy for conversions 

of existing rental units to condominium tenure. 
Consideérations for such a policy were related 

to findings and recommendations of the Regional 
Housing Study. (Regional Municipality of Waterloo) 


A number of Regional Housing Study considerations 
were presented as a basis for Kitchener's 

final conversion policy. Based on these 
considerations the following condomonium 
conversion policy, in condensed form, for 

the City was recommended: 


Conversion of non-family rental units to 
condominium tenure considered only if apart- 
ment vacancy rate in City is 3% or more; 


Conversion of famil rental units to condominium 
tenure considered only if; 


family rental unit vacancy rate in City is 3% 
or more; 


city has met or exceeded the proposed Regional 
Housing Study average annual production target 
for family rental units of 285 units per year; 
or 


if 80% of tenants of a rental project sign 
agreement to purchase in condominium tenure. 
HBB S05 RO7 C04 C15 C18 A34 A22 F10 
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ite * Guide To Procedure For Zone Change 


Author: Kitchener Planning and Development Department #9 
Format: 5 page, loose-leaf (Revised Sept.26/73) 
Content: 


This handout includes (a) a general outline 
of the process followed by the P & D Department., plus 
(b) the application form. 


Specific material and facts are requested of 
all schemes with commercial proposals being required to 
complete an additional section directed to that type of 
land use. 


The applicant's receptiveness towards posting 
of a Performance Bond and meeting all city requirements 
regarding services is also sought. 


The process Kitchener has adopted includes 
3 major steps not specifically required by legislation: 


(1) requires applicant to submit preliminar 
information, including plans or sketches, for 
the proposed zoning change. Before proceeding 
to formal application the P & D Department 


will express an opinion as to the practicability 
of the proposal. 


(2) notice and a questionnaire is forwarded to 
property owners within 400 feet prior to 
application being considered by planning 
committee. 


(3) all properties which are the subject of an 


application are identified by a sign(s) being 
erected on the site. 
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Mississauga Urban Development and 
Transportation Study, Vol. 4, Finance # l 


IBI Groups for the City of Mississauga 
Council. 


Soft Cover, 85 pages, 2 appendices re:data 
March 1975. 


A financial impact analysis report presenting 
the results of an evaluation of existing 
service levels, a program for their upgrading, 
and the expected financial impact to the City 
resulting from various assumptions on future 
growth over the next 15 years. 


Twenty alternatives, or growth "scenarios" 
for the future are studied in detail. These 

scenarios differ from each other as a result 
of variations in the following factors: 


the population growth rate; 
the employment growth rate; 


the average housing density and land 
use pattern; 


the average household income; 
the employment mix; 


the timing, of employment growth relative 
to population growth. 


The financial implications of the twenty growth 
alternatives are assessed with the aid of a 
computer simulation model designed specifically 
for the report and to function as an on-going 
planning tool for the City. The model is ex- 
plained in detail within the report. The first 
phase of the simulation projects capital ex- 
penditures, operating costs, and operating revenues 
associated with provision of Municipal Services. 
Phase two translates the service cost and revenue 
projections for each scenario into estimates of 
municipal tax rates, debt, and other such measures 
of financial impact. 


The initial section 6f the text reviews and 
analyses the various municipal services provided 
by the City and the Region of Peel. The purpose 
is to develop sufficient information about the 
levels of provisions and costs of municipal 
services to enable the preparation and comparison 
of cost projections for the range of growth 
alternatives. The Municipal services analysed 

in this section are: 


eye 


Network services - storm and sanitary services, 
and road and public transit 


Education 

General Administration 

Refuse Collection and Disposal 
Police 

Fire 

Social and Family Services 
Health 

Parks and Recreation 


Culture and Library Services 


The development and interpretation of a cost and 
revenue projection formulae for these services is 
also offered. 


Following this, a range of alternative growth patterns, 
reflecting different rates and types of growth, are 
developed to permit assessment of the probable future 
financial consequences to the City of different 
development alternatives. The financial impact of 
these growth alternatives are assessed with the aid 

of the simulation model. The operation of the model 
and projected outputs are also covered. 


The final section deals with the results of the 
financial impact analysis of alternative growth 
scenarios. The findings are presented under three 
headings: 


Pattern of Service Cost Projections; 
Pattern of Financial Impact Projection; 


Comparative Financial Impacts of Alternative 
Growth Scenarios. 


The report concludes with two extremely useful 
appendices. The first offers a simulation Model 
sample output covering all computations for one 
particular scenario: The second appendix explains 
the details of the input required by the computer 
program. 


With the exception of Volume 2 - Transportation, the 
Mississauga Urban Development and Transportation 
Study was not intended to develop specific plans 

for future service provision. 
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Courtice Concept Plan 


Murray V. Jones and Associates Ltd., 
for the Town of Newcastle. # 1 


Soft Cover, 13 pages plus tables, ideograms 
and plan. February 1975 


The new Town of Newcastle has recently 

(Sept.74) embarked upon the preparation of 

three secondary plans as part of its Interim 
District Plan, which covers the whole municipality. 
The three areas under study are the Courtice 

area immediately east of Oshawa, Bowmanville 

and vicinity, and the former Village of 

Newcastle and environs. The terms of reference 
for the Draft Secondary Plans, which could be 
termed tertiary plans within the Newcastle Interim 
District Plan, call for the preparation of the 
Courtice plan prior to those of the other two 
Study areas. This report accordingly concentrates 
upon Courtice and deals with the other study 

areas, the Town and the Region insofar as they 
provide context. 


The primary issues discussed in the report 
cover the following topics: 


Population estimates for Town of Newcastle; 


Town of Newcastle options on growth and 
location of development; 


Position of the Province (C.0O.L.0.C. Report); 
Position of the Region (Durham) ; 
Appropriate growth 


A number of recommendations are presented in 
the report, all relating to provision of the 
best quality large-scale growth for the Town 
and its three secondary planning areas. These 
recommendations include where development 
should go in Bowmanville and Courtice, and 
recommended population allocations for these 
areas. In addition, development policies aimed 
at eventual self-sufficiency for the Town are 
offered, along with the implementation strategy 
of the Courtice Secondary Plan. 


Bale wre / ao 


The Courtice Concept, giving a design outline 
appreciation of the Concept Plan, is furnished 
through the use of ideograms and demonstrative 
statistics. The illustrations cover design 
principles such as land use, scale, employ- 
ment, transportation, town, community and 
neighbourhood structure, and phasing. 


This brief report is strictly an interim 
document prepared to explain the Courtice 
Concept Plan at its early 1975 stage of 
preparation and to elicit comment from the 
public and other interested parties. 
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Housing Policy for the City of Niagara Falis. 
Niagara Falls Planning Department. #2 


Soft Cover, 29 pages including tables. 
October 1974 


An Interim Housing Policy prepared by the 
Planning and Development Committee and the 
Mayor's Committee on Housing, eventually 
leading to a Final Housing Policy Statement 
For the City. 


The report initially covers background 
information necessary for the development of 
the Interim Housing Policy. Such data includes 
areas of current concern in community housing, 
Which were listed as: 


1) apartment vacancy rate; 
2) sewage treatment plant; 


3) geared-to-income Senior Citizen accomoda- 
GiLons 


4) geared-to-income Family accomodation; 
5) handicapped and other special groups. 


Existing and short-term future housing demands 
in the City are also covered. 


The next section deals directly with the 
Interim Housing Policy Statement. The general 
objectives and policies of the statement are 
outlined, along with individual municipal 
targets and policies for various housing 
types. These statements are general in nature 
Since precise target definitions were not 
possible. Policies are also included which 
relate to the previously defined housing 
development problems. 


The report concludes with selected appropriate 
quotes from the Niagara Falls Official Plan 

on Housing Policy. Operational policy outlines 
are supplied for applicable provincial govern- 
ment housing study programs; the Municipal 
Housing Policy Study Grant, Housing Incentive 
Study Grant, Community Planning Study Grant and 
the Community Sponsored Housing Program. 
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Finally, a number of statistical tables 

are supplied, illustrating the recent situa- 
tion, demand and potential for housing 
development in the city. 


NOTE: It is expressed that the policy 
statement included in the report is 
an Interim Policy to be followed by 
a study of housing needs and objec- 
tives. 


MLU MLR HCA HEF SO5 RO6 AO7 A32 FO2 FOS Fle 


dip / ay 


Buckley Avenue Senior Citizen's Project 
Niagara Falls (City of) # 4 
45 pages, maps, appendices, November 1974. 


The Buckley Avenue Senior Citizens' Project was adopted by 
the City Council of Niagara Falls in November 1974. The 
proposal conforms to the Official Plan and is part of the 
interim housing policy. 


The proposal is to acquire about seven acres of land in 
downtown Niagara Falls presently occupied by 39 residential 
and 4 commercial buildings. The design is based on pro- 
viding 300 geared-to-income senior citizens' apartments, 

a senior citizens recreation centre to serve as the focal 
point for senior citizens' activities for the whole city, 
20 geared-to-income family dwellings, as well as health, 
social and library facilities. 


A preliminary plan has been prepared. Majifications will 
be possible, and necessary, in response to funds available 
demand for facilities and land acquisition. Stage one of 
the project is to consist of the acquisition of land for 
200 senior citizens' apartments. These are to be commenced 
during 1975 at a total land cost not exceeding $300,000. 

It is estimated that the total project could be completed 
in between five and ten years. 


Copies of the 45-page report, titled Buckley Avenue Senior 
Citizens' Project, are available fram the Planning Depart- 
ment for $3.25. ICURR's copy is 
available on a loan basis. 
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TLTEE Traffic Operations and Parking Study 


AUTHOR Read, Voorhees and Associates Ltd. for 
the Town of Niagara-on-the-Lake. #2 


FORMAT Soft Cover, 97 pages including maps and 
diagrams. March, 1975. 


CONTENT A final analysis of the Traffic and parking 
situation under average conditions and 
under peak summer conditions. An interim 
report was previously produced primarily to 
indicate any immediate traffic and parking 
improvements that could be undertaken at 
that time. This final report, describes 
the techniques that were used to identify 
traffic problems, the recommended actions 
to be taken regarding these problems, and 
policies that should be followed by the 
municipality. 


The study focuses on the Old Town area of 
the recently created larger municipality 
of Niagara-on-the-Lake. Specific opera- 
tional problems in any part of the Town 
that were noted by the study committee 
were reviewed, but the main work effort 
was directed toward conditions in the Old 
Town Area. 


The information collected for the study 
consisted primarily of traffic counts, 
parking surveys, collision records and 

field observations of Traffic conditions 

and parking habits. This data was collected 
for both peak and off-peak conditions. 


The development of a solution plan to 

improve traffic and parking problems, 

as resolved in the study, includes re- 
commendations to be implemented in the 
following areas: 

1) responsibility for improvements; 

2) road system improvements; 
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4) control devices improvements; 
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This report provides Council with a plan to 
reduce the major undesirable traffic-related 
impacts on the Town during the summer 

season in particular. Since traffic and 
parking demand will continue to increase, 
the report's recommendations provide a 
dynamic as opposed to a static guide to what 
should be done in the future, with the Town 
deciding when facilities and changes should 
be developed. 
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ate: Study of Future Office Development Policy 


Author: Paterson Planning and Research Ltd., Canadian 
Real Estate Research Corporation Ltd., and 
John Andrews International/Roger du Toit for the 
Borough of North York. #1 


Format: 124 pages, illustrations, charts, soft cover, 
October, 1973. 


Content: 


This extremely well documented study provides 
guidelines concerning the appropriate quantity, location, 
height, density and form of office space to be constructed 
in the municipality over the next two decades. 


Of specific interest to other municipalities 
are the 3 parts of the study which report on: 


(1) development of selection criteria; 


(2) rating of alternative patterns and types of 
office space development against these criteria; 
and 


(3) formulation of guidelines which can be applied 
by any Development Committee to assess proposed 
office projects. 


In terms of office growth distribution a 
"Development Desirability Index" is utilized to arrive at 
preferred locations: This index makes reference to 9 
variable. 


In reference to the rating of individual 
proposals the study outlines a Community Impact Assessment 
Process which, when applied and enforced, can provide any 
community with strong assurance that only compatible 
office development will occur. The distinction between 
compatible and incompatible development is clarified by 

means of 13 objectives and 31 measurement criteria. 


Encouragement of desirable office development 
is supported by means of an "inverse bonus system" which 
permits density to approach the maximum whenever 


this will not result in an unfavourable community impact. 
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Title: A report On Research Into Patterns Of Recreation 
And Leisure In The Borough Of North York 


Author: James J. Kubas, Social Planner, Borough of 
North York #2 


Format: Soft cover, 64 pages, bibliography, tables, 
questionnaire, June 1971 


Content: 


This study was undertaken in the hope that by 
the examination of actual patterns of leisure time and 
recreation of different people in different residential 
types, planning for the best use of potential and 
available resources in the municipality may take place. 
Housing type was used as a major variable in this study. 


The questionnaire contained four major sections 
relating to: 


ie the social characteristics of the people 
interviewed; 


Qe patterns of leisure time and recreation of 
these respondents and; 


Si their suggestions for better provision of leisure 
time and recreational facilities and services; 


yu, apartment dwellers and the availability and use 
of selected facilities and services associated 
with the various apartment buildings. 


The analysis of the information collected pointed 
strongly to the fact that the present lower density 
environment appears to be more satisfactory than the high 
density environment for meeting the needs of families. 

For apartments the use and frequency of use of current 
onsite facilities was analyzed as well as some of the design 
characteristics of high rise buildings, especially as they 
relate to family use and social interaction. In general it 
was found that most apartment dwellers had a fairly clear 
‘consensus on what facilities were important. For 
municipalities forecasting an increasing proportion of high 
density residential development the findings of this report 
provide considerable direction for formulating municipal 
policies and requirements for high rise apartments. The 
significance of the response by apartment dwellers to the 
survey is even better understood when coupled with two other 
trends identified by the questionnaire: 


Gy) the actual persons/unit rate for low density 
residential uses is lower than expected while 
the ratio for medium and high density uses is 
much higher than expected. 


Me se 


(2) Families in apartments are and will likely 
increase their tendency to occupy this form 
of residential accommodation on a longer 
term basis. 


For all categories of residential types the 
following four major activity fields were analyzed. 


(1) Activities in the Household 


(2) Passive and/or Commercial or Entertainment 
type of Activities 


(3) Outdoor Activities 


(4) Active and/or Non-Commercial Activities 
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TITLE 


AUTHOR: 


FORMAT 


CONTENT 


1) 


2) 


3) 


4) 
5) 
6) 


Study of Public Attitudes to Zoning 
By-law No. 7625 


Gruneau Research Ltd., for the Borough 
of North) York. #23 


Soft Cover, 47 pages plus appendices 


An opinion survey study to determine 
attitudes of the public and the business 
community in the Borough to the provisions 
of Zoning By-law # 7625. This is the By-law 
that deals with housing standards and which 
defines who can legally occupy dwelling 
units in North York. 


More specifically, the study was designed 
to determine attitudes to: 


the use of dwellings by groups of unrelated 
persons; 


use of single family dwellings by more 
than one family or as rooming or boarding 
houses; 


locating children's boarding homes in 
residential areas; 


professional offices in residential areas; 
retail shopping in apartment buildings; 


questions relating to parking of commercial 
vehicles in residential areas, parking of 
cars in front yards of dwellings. 


An important part of the study was devoted 
to determining how many residents had come in 
contact with the By-law, how many are aware 
of and understand it's provisions, and how 
many are concerned with legislation of this 


type. 


The study was implemented through a random 
sample involving 2500 household heads. 
Questions were designed to determine residents 
understanding and opinion of the By-law and 
its provisions. Remaining questions dealt 
with other aspects of zoning, and the res~- 
pondent's views of North York's zoning By-law 
in relation to those of other municipalities. 


oad 


The bulk of the report involves a summary 
of results for each individual question in 
the survey, along with applicable inter- 
pretations. This is followed by a detailed 
table of results and interpretations. 


The appendix contains tabulated characteristics 
of the sample of household heads interviewed, 
the sampling tolerances that apply to the 
percentage results in the report, a copy of 

the questionnaire and it's related respondent 
cards. 
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TITLE 


AUTHOR 


FORMAT 


CONTENT 


1 
2) 
3) 
4) 
5) 
6) 
a) 


8) 


Report on Underground Parking Garages 
in Apartment Buildings. 


Borough of North York Building Depart- 
ment and Department of Planning and 
Development # 4 


Soft Cover, 30 pages plus appendices, 
tables, graphs and illustrations. 
September, 1974 


An investigative survey study and report 

on the standards of operation of underground 
garages in apartment buildings in the 
Borough, with a view to improving maintenance 
and security therein in the light of the 

need for the prevention of crime. 


Field inspectors first interviewed each 
superintendent on matters relating to 
security. On a seperate survey form the 
inspectors then marked the results of their 
quantitative measurements and qualitative 
assessments of the underground garage facilities 
at the time. The survey attempted to in- 
vestigate all aspects of the operation, 
maintenance and security of the garages. 
The survey form and the resulting report is 
divided into the following major headings 
to describe the operation of each garage: 


access from building; 
pedestrian exits; 
ventilation; 
lighting; 

garbage doors; 

ramps; 

security; 


cleanliness 
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After discussing survey results and major 

problem areas under each major heading, a 

combined synthesis was carried out for the 
following major problem areas: 


access of unauthorized persons; 
lighting below current CMHC standards; 
dirty garage 


Each of the above areas of concern were 
further combined in all ways possible to 
demonstrate the incidence of occurance 
as all the major problems in each garage 
were accounted for. 


The appendices include the study's terms 

of reference, sample survey form, sample 

of survey letter, master table of tabulated 
data, survey summaries, graphs and illustrated 
physical recommendations. 


It is anticipated that the findings of this 
study will benefit future safety of residents 
in the Borough and that other municipalities 
will profit from the initiation and results 
of this study. 
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Report of Mayor Lastman's Committee on Violence 


The Mayor's Committee on Violence for the Borough 
ote Nont hi York #5 


Soft Cover, 56 pages including photo reproductions 
September 1974 


Report 2 of the Mayor's Committee on Violence, 
involving a descriptive analysis of the environmental 
factors relating to violence, the resultant problems, 
and suggested recommendations. The report notes 

that much of the recently built housing accommodation 
in North York, especially high and medium-rise apart- 
ment structures and townhouse developments, have 
serious flaws which help to encourage crime and 
violence. These environmental flaws are analyzed 
under the following occupancy and design factors: 


1. feeling of control by residents; 
2. psychological barriers; 
Pees e DlLanni ni, 
4. public versus private territory; 
fo eSuUlrVelLiance, 
6. parking garages; 
7. combined project facilities; 
8. lobby surveillance; 
Geil ews Garris 
Av Corr2aors:, 
li. elevators; 
ee. open space. 


The report includes observations of two typical 
high-rise buildings of different design with varying 
incidence of violence and crime, a two and three- 
shorey subsidized rental townhouse and row house 
project, and two of the most problematic underground 
parking garages in the Borough. 


The report concludes with an effective list of 
specific recommendations, accompanied by actual crime 
reports, which relate to environmental factor 
problem areas and how design and operational changes 
could alter the existing criminal possibilities. 
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The report is intended for acceptance by the devel- 
opment industry so that consultation with the Mayor's 
committee will result in implementation of the 
report's recommendations, or alternatives can be 
reached for those that are impractical at this time. 
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North York Civic Centre 


Adamson Associates - Architects, 
Engineers, Planners, for the Borough 
Of North York # 6. 


Soft cover, 30 pages including drawings, 
plans and photo reproductions. 1971 


A master plan design report dealing with 
the proposed North York Civic Centre. The 
contents of the report are based on the 
terms of reference as adopted for the 
master plan. 


The master plan concept for design is to 
create a mixed use framework for an urban 
centre which unites Civic, Cultural, Educat- 
ional and Commercial aspects. The report's 
descriptive section covers the initial 
proposals of the master plan for the following 
major aspects of design and development: 


sectional master plans; 
adjacent lands; 

building forms and materials; 
landscaping; 

control 


Individual and overall parking requirements 
are developed within the parking and access 
section. It also includes initial discussions 
on parking operations and general access 
arrangements. 


A total of twelve basic design drawings are 
included in the report, illustrating funda- 
mental site planning, development and operational 
concepts. 


Finally, an economic analysis of the plan is 

outlined with regard to possible development 

techniques, costing and an analysis of public 
financial support that would be applicable 

to the development. 
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A Study of the Conversion of Rental 
Accommodation to Condominium 


Borough of North York Department of 
Planning and Development # 7 


Soft Cover, 207 pages including graphs 
and charts. March 1975. 


A descriptive analysis and survey study 

of the conversion of rental housing stock 
to condominium housing, and the effects and 
impact on tenants, individual condominium 
buyers, the owners of rental developments 
prior to conversion to condominium, and 

the Borough's housing market in general. 
Essentially, information was soudcht to 
determine the losers, and the winners, as 
well as the extent and nature of losses 

and gains caused by the conversion of rental 
accommodation to condominium. 


The introductory section views, in graphs 

and indexes, the conversion situation in 

the light of some basic economic trends: 

The Consumer Price Index,the cost of housing 
in Metropolitan Toronto, construction cost, 
the interest rate structure, the number of 
housing starts, the increased wage index, 

and the construction cost index. The rental 
to condonimium conversion application process 
in North York is also outlined. 


The research strategy and methodology, covering 
the overall survey strategy and extent of 

the survey, are described in the second section. 
Also included is a design discussion of the 
three questionnaires which formed a major part 
of the data gathering for the study. The 

three questionnaires designed were; The Project 
Owners' Questionnaire, The Tenant Questionnaire 
and The Converted Condominium Projects 
Questionnaire. 


Through the project owners' questionnaire, it 

was sought to determine the motive, nature, 
execution and scale of the involvement in the 
housing industry of the development owners who 

were applying to convert. The tenant questionnaire 
was designed to provide an indication of the 
effects on the tenants of the condominium 
conversion projects for which applications were 

on file. The socio-economic family and residency 
structure of the tenants was also involved. 
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The converted condominium projects 
questionnaire was designed to determine 

the effects of condominium conversion on 
the residents in converted housing projects. 


The actual results of each set of questionnaires 
is covered in the third section of the 

report. The final section presents a 

number of conclusions derived from the survey. 


A comprehensive list of appendices accompany 
the text of the report. These appendices 
include the conversion process in diagramatic 
form, survey questionnaire examples and 
conduction statistics, and tabulated results 
of all survey questionnaire statistics. 
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TL TLE Noise Pollution - A Selected Annotated 
Bibliography 


_ AUTHOR Urban Planning Department, Ryerson Polytechnical 
Institute for the Borough of North York, # 8 


FORMAT Soft Cover, 170 pages, 1975 


CONTENT An annotated bibliography organized as a 
research tool for policy development aimed 
primarily at the noise pollution problems 

in North York. Consequently, greater emphasis 
has been placed upon information sources 
relating specifically to policy formulation, 
abatement program organization and noise 
control implementing legislation. In areas 
of less concern, only key publications were 
reviewed and annotated. Noise standards 

and noise abatement legislation, to a large 
degree, have not been annotated since such is 
not required. 


Through extensive size, time and resource 
limits, selective annotation was prepared 

only for publications relevant for future 
planning for the specific nature and needs 

of North York. Unannoted publications were 
included for future detailed research purposes, 
if so required. 


The bibliography is organized so as to examine 
noise pollution in terms of; the problem, and 
noise control, (the solution). These two 
sections have been divided up into: 


el) Acoustical theory and Sound Measurement; 
G2) A General Overview of the Problem; 

(3) Community Impact, Land Use, and Social and 

Economic Consequences; 

(4) Hearing Loss 

(5) Non-audatory, Physiological Effects; 

(6) Psychological Consequences; 

(7) General Noise Reduction Literature; 

(8) Design Solutions; 

(9) Abatement Programs; 

(10) Noise Pollution Legislation; 
(11) Noise Standards; 
C12) Additional Bibliographies and Sources; 
CL) Research Centres and Film Libraries; 
(14) Noise Abatement Program for North York 


E72 


In addition, each of these subject areas are 
further organized by source of noise. 


This bibliography should prove valuable in 
assisting any involved Municipal planning 
staff to become aware of the problems, 
dangers and measures available to control 
noise pollution. 
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Titles Speer's Road Buffer Study 


Author: Richard Strong, Steven Moorhead Ltd. for 
the Town of Oakville #1 


Format: loose-leaf, 22 pages, illustrations, 
MarcnehS 25 


Content: 


The purpose of the study is to develop 
solutions to solve or minimize the visual and accoustical 
problems where two incompatible land uses (eg. industrial 
residential) co-exist. 


Approximately 20 "buffer types" were 
classified, based on areas which appeared to have similar 
characteristics in terms of visual and site physical 
problems. 


The use of deciduous and evergreen vege- 
tation as well as land forming and/or fencing was 
emphasized since the intention of the solution was to 
be relatively simple, visually effective all year, and 
relatively inexpensive so that implementation could be 
realized efficiently. 


As a guide, municipal planning departments, 
etc., could make use, not only of the solutions proposed, 
but of the outlines on plant selection criteria, plant 
list, grass areas and earth berms. 
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Report..on N.k.P., R.ReAsE., ang OstivnsF « 
City of Oakville Planning Department #2 


Loose leaf, 6 pages plus appendix. 
February, 1975 


An information report on the following 
Federal and Provincial Programs; the 
Neighbourhood Improvement Program (NIP), 
The Residential Rehabilitation Assistance 
Program (RRAP) and the Ontario Home 
Renewal Program (OHRP). The report was 
prepared as background information to 

aid in Oakville's neighbourhood planning, 
especially in conjunction with the imple- 
mentation of two specific neighbourhood 
planning programs which were underway at 
the time. 


The following administrative aspects of 

each program are outlined, both in general 
terms and for specific implementation in 
Oakville: 

application procedure; 
federal/provincial/municipal responsibilities; 
types of financial aid; 

formula for determining financial aid; 
elegibility criteria 

The report includes an appendix containing 


copies of the official federal and provincial 
program guidelines, procedures and summaries. 
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CONTEXT 


Population and Development Forecast 
Town of Oakville Planning Department # 5 


Soft Cover, 32 pages including charts, maps 
and graphs. November, 1972. 


A statistical reference report presenting 
estimates of population growth and future 
development. As an annual publication, the 
report provides reference to both short and 
long range growth. Population growth is 
projected to the year 2000 while development 
estimates cover the period ending in 1977. 


Since it is a reference work, little attempt 

at analysis has been made, although the calculation 
where possible take account of social, cultural 

and political factors. Population analysis 

is also presented in relation to similar 

provincial and national figures. 


This forecast may be used in conjunction with 
the Official Plan, whose policies it reflects. 
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White Oak Trail Report 
Sheridan College for the Town of Oakville # 9 
Soft Cover, 45 pages plus maps. October, 1972 


A comprehensive proposal study of Oakviile's 
open space, concentrating primarily on the 
development of the major valley lands and 
park lands. The main objective of the report 
is to produce a desirable concept for an 
integrated park system to inter-connect 
existing park and valley areas by means of 
greenbelt linkages. The concept also develops 
a network of walkways and paths to provide a 
pedestrian access between many of Oakville's 
parks and ravines, as well as recreational 
facilities located within such open spaces. 


The integrated greenbelt and parkway system 
proposed in the report concentrates on the 

creek valleys and wooded ravines of the Joshua, 
Wedgewood, Morrison and Sixteen Mile creeks. 

The existing conditions in each creek valley 

are examined, and proposals made with reference 
to active and passive recreational development, 
public facilities and existing natural resources. 
With reference to natural resources, a limited 
inventory of flora, fauna and wildlife is 
produced for the open space areas under discussion. 


The Official Plan policy for river valleys in 

the Oakville planning area accompanies the text 

of the report. An illustrative set of maps 
depicting both the existing situation and re- 
creational development concepts for each involved 
creek valley are also included, along with 
conceptual maps of the proposed integrated park 
system. 
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Cluster Housing - Bronte Tertiary 
Plan - draft discussion paper # 2 


Town of Oakvilie Planning Department 
Folkd 


Loose Leaf, 23 pages including maps, 
photos and appendix. February 1975 


Cluster housing is the result of a 
sophisticated land use control known 

as planned unit development or comprehensive 
planned development. This report initially 
describes what cluster housing is in terms 

of its environmental aspects and distinct 
advantages over typical subdivisions and 
other new forms of housing. These advantages 
are discussed under the following factors 

of development: 


Servicing 

Housing Costs 

Site Planning and Design Standards 
Tratftic Circulation 

Incentives and Controls 

Social and Environmental Implications 


Ownership Arrangements 


Referring directly to Oakville, initial re- 
commendations are offered for an Oakville 
cluster plan and zoning by-law in order to 
overcome the problem of trying to force the 
principle of cluster housing on a zoning 
by-law which is inflexible and will not 
allow for reduced standards. 


A comparison of two proposed cluster housing 
developments in Oakville and an existing 
development in Connecticut is presented, 

and indicates three distinct approaches, 
which will require discussion in the plan 


program. 


The appendix contains excerpts from publicity bro- 
chures from two existing cluster housing 
developments. They are provided for in- 

formation only. 
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Note:- 


Report on Day Nurseries 
Town of Oakville Planning Department # 18 


Loose Leaf, 7 pages plus maps and table 
February, 1975 


A descriptive analysis considering the 
subject of day nurseries generally and making 
recommendations with respect to zoning amend- 
ments. 


An initial brief summary of provincial regulations 
relating to day nurseries is presented, followed 

by Oakville's definition of the three types 

of facilities; Day Care Centres, Nursery Schools, 

and Private Home Care Programs. 


The existing situation in Oakville with regard 
to present facilities is delineated into the 
following topics of discussions: 


Land Use; 


Oakville General Day care Needs; 
Zoning; 


Official Plan - Residential Uses; 
Site Selection 


A general discussion follows, dealing with 
conversions to day care usage, and day care in 
multiple family dwellings. The scale of day 
care operations is also mentioned. Finally, the 
following recommendations are presented: 


adoption of report's guidelines for day care 
site location; 


deletion of "nursery schools" as a permitted 

use in zoning by-law, and that future applications 
be considered on their own merit and subject to 
site plan controls; 


private home day care be defined in the by-law 
and included as a permitted use in ail permitted 
residential zones. 


Assessing the adequacy and changing demand 
for day nursery facilities and private home 
day care in Oakville is beyond the scope of 
this report. 
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Secondary Planning Procedures 
Oshawa Planning Board # 1 


Loose Leaf, 5 pages including flow chart 
1974 


A neighbourhood planning procedure 
paper outlining in detail the process 
involved in formulation of secondary plans. 


The report initially discusses the basic 
elements and main function of secondary plans. 
This is followed by a detailed procedure 

for the co-ordination of the input of technical 
staff, public representatives (Planning Board 
and Council), and the public. 


A listing is presented of the agencies in- 
volved in the Technical Co-ordinating Committee, 
and their respective responsibilities within 
the Committee. 


The remainder of the report basically lists 

the stages of the secondary planning process, 
the planning sections or individuals responsible 
for each such stage, and the estimated time 

of stage completion. All information sources 
and involved groups all included, finally 
resulting in a flow-chart schedule of the 

entire secondary planning process as ihe 

relates to neighbourhood planning. 
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Building Permit Procedure 
Oshawa Planning Department # 5 


Loose Leaf, 10 pages plus flow-chart 
1974 


A report dealing with the procedure for 
obtaining a building permit, and the 
ensueing processing procedure in the 
City of Oshawa. 


The report outlines and briefly describes 

the actual building permit application form, 
as well as ancillary application forms such 
as sewer connection, lot levy and roadway 
damage deposit forms which are necessary for 
commencement of any development or alteration, 
where applicable. Fees associated with these 
forms are included in this discussion. 


The requirements of the building plan or 
drawings to accompany the building permit 
are laid out in detail, and divided into 
requirements for various types of proposed 
structures. 


The building permit processing procedure 

is followed from start to finish, with the 

aid of an accompaning flow chart. In addition, 
excerpts from the Building By-law are presented, 
and outline the major duties and responsibilities 
of the property owner upon successful receipt 

of a building permit. 
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Preliminary Analysis of Ontario Housing 
Action Program 


Oshawa Planning Department # 8 


Loose Leaf, 8 pages of plus 2 appendices 
1974 


A critical economic analysis dealing with 
the effects of the Ontario Housing Action 
Program on the City's cost of residential 
housing development. 


The report initially reviews the effects 

of tax stabilization measures provided by 

OHAP to the Oshawa situation. These measures 
are analysed in terms of interest free loans 
and lump sum payments for various operating and 
capital costs. 


Suggested improvements to OHAP for Oshawa 

are presented to maintain current average 

annual new housing unit starts in the immediate 
future without any increase in local taxes. 

The freezing of levy rates by OHAP municipalities 
is criticised as being unrealistic, and an 
alternative action is proposed. 


The first appendix outlines in some detail 
the methods used to determine the cost of 
residential housing to the City of Oshawa, 
and the effects of the OHAP on such costs. 
This analysis covers municipal operating 
costs, education costs, municipal services 
contruction and available support for housing 
from industrial/commercial tax revenue. 
Graphic references to these discussions are 
provided bya number of tables and charts 

in the second appendix. 


Although pertaining to a specific situation, 
the report outlines a methodology of OHAP 


analysis which may be applied to a municipality 
involved in similar aspects of the program. 
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STITLe A Comparative Evaluation of .Urban 
Computerized Data Systems by City of 
Peterborough Planning Department. 


AUTHOR City of Peterborough Planning Depart- 
ment # 1 
FORMAT Soft Cover, 62 pages including appendices. 


December, 1974 


CONTENT The major focus of this report involves 
computerized storage/retrieval systems 

in planning. Although data banks stored 

by computer have the advantages of speed, 
accuracy and efficiency, the disadvantage 

of high cost necessitated the production 

of this report to study the suitability 

of a computerized data system for Peterborough. 


The objectives of the study are to provide: 


(1) a summary of developed urban data systems, 
and establish relevance of such to urban 
data bank development in Peterborough; 


(2) recommendations on how the City should 
co-ordinate base data collection, and 
investigate the feasibility of providing 
a computerized data storage/retrieval 
system; 


(3) an outline of the Department's information 
needs, and their relation to needs of other 
civic departments. 


The report initially outlines final recommendations. 
These are aimed at the provision of a more 

useful storage/retrieval system enabling 

easy conversion to a computerized system. 


Next, the following major questions are 
posed and discussed: 


1) What is the intended purpose and function of 
. the system? 

a2) What data is to be stored in the system? 

(3) What are the best methods of storage and 


retrieval, and should system be manual or 
computerized? 
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(6) 
(7) 
(8) 
(9) 


Note:- 


This section is followed by fairly brief 
outlines of computer planning data systems 
that are, or are nearly, operational. 

The areas involved in these discussions 

are: 

City of London; 

City of Ottawa; 

Regional Municipality of Ottawa-Carlton; 

The National Capital Commission; 

City of Sault Ste. Marie; 

City of Toronto; 

CiryeOr CaLlaaky, 

Regional Municipality of Waterloo; 

Regional Municipality of Hamilton-Wentworth; 
The report is concluded with appendices 
which include a chronological review of 
relevant literature, sources of information, 
information on geocoding, a listing OL 


relevant data items and a glossary of 
acronyms and terminology. 


A pertinent study for any planning depart- 
ment engaged in a review of manual or 
computerized data storage/retrieval systems 


and data banks, as opposed to information 


systems. 


Data - basic statistical facts upon which 
planners base their projections and model 
DuLidaing:. 


Information - an aggregation of facts so 
organized to be regarded as knowledge. 
"Tnformation" is organized "data", and is, 
in this study, meant to include periodicals, 
documents and published journals. 
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Planning Process and Procedures 


Peterborough (City of) #2 


2 parts, 44 pages, Feb. 1975. 


Planning Process and Procedures is a canpilation of many 
procedures adopted over the past five years by the City of 
Peterborough. Part I is an overview of the municipal 
planning process in general as well as with particular re- 
ference to the City of Peterborough. Part Il is a detailed 
description of the City's planning process and procedures. 
Tt includes such things as a statement concerning the aims, 
role, membership and staff of the Planning Board; it identi- 
fies the various duties of the Planning Board and the Plan= 
ning Director; it spells out the rules governing the 
proceedings of the Board; it clarifies the procedures to be 
followed at public meetings and the steps that a citizen 
mist follow when applying for various approvals for sub- 
division or amendments to zoning; it indicates how notice 

is provided to citizens with respect to public meetings on 
development as well as how citizens as special interest - 
groups are contacted with respect to planning matters before 
Planning Board. 
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Report on Cul-de-Sac Standards 


City of St. Catharines Planning Department #5 


Loose Leaf, 3 pages including technical diagram 
July, 1974 


A brief memorandum proposing standards for location 
of services on cul-de-sac streets. The purpose of 
these criteria is to avoid problems previously 
encountered by the various utilities trying to 
install their services in different types of 
cul-de-sacs with varying throat widths. 


With regard to submission of draft plans of sub- 
division where abnormal cul-de-sacs are proposed, 
a number of required supporting technical points 
are outlined. A diagram is also enclosed, showing 
the location of services on a standard cul-de-sac. 
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Buffer Landscapina 


PoNewsaliter or the City ol st... Catharines 
Planning Department #6 


Loose Leaf, 13 pages including drawings 


A descriptive requirements’ report illustrating 

a number of buffering designs and methods to be 
used in screening zones of varying, incompatible 
land use. Through combined utilization of natural 
screening and decorative, textured wall design, an 
aesthetic and functional asset to the development 
is anticipated. 


The report recommends and illustrates a number of 
landscape buffering designs. Each design includes 
an introductory description, suggested species 

of vegetation to be used, ground layout specifi- 
cations, and a descriptive sketch of the layout. 
The designs and methods covered in the report are: 


1) Deciduous Trees 

2) Deciduous Shrubs 

3) Coniferous Trees and Shrubs 

4) Ground Covers and Conifers on Berm 


The report concludes with general comments which 
provide certain alternatives and variations to 

the previous recommendations. It would be possible 
to incorporate several of these ideas into any 

site landscaping plan. 
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Report on 5% Dedication for Park Purposes 


City of St. Catharines Planning Department #9 


Loose Leaf, 3-page interdepartment memorandum 
August, 1974 


A brief memorandum prepared to clarify existing 
procedures relating to 5% dedications for park 
purposes, and to obtain direction on future 
policies. The report documents the results of 
a survey and recommending procedures for 5% 
dedication on land severances. 


The introductory section provides an explanation 
of the difference between a registered plan and 
a C.P. or corporation plan. 


The remainder of the report provides three policy 
statements dealing with 5% dedication. The first 
statement covers park dedication where new, vacant 
residential lots are created within the urban area. 
The second deals with dedication where new, vacant 
residential building lots are created within the 
rural area. For the purpose of these policies, 

the "Urban" and "Rural" areas are as defined in 
the City's Official Plan. 


The final policy statement discusses both City and 
applicant involvement in the actual appraisal of 
the land for dedication. 
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Home Occupations 


City of St. Catharines Planning Department #12 


Soft Cover, 56 pages plus questionnaire tabulation, 
January 1972 


A survey report initiated by Council to collect and 
present available information from twelve Southern 
Ontario municipalities with regard to zoning by-law 
regulations permitting home based businesses in 
residential areas. Such a survey was requested to 
assist in a review of St. Catharines’ by-law 
enforcement procedures as related to these kinds of 
uses. 


The report contains the following information: 


. Covering Letter 

. Questionnaire 

List of Contact Persons 

. Tabulation of Findings 

. Letters of Reply and Associated Information 


U1 & Wh 


The questionnaire itself deals with the following 
aspects of home occupation: 


1. status of home occupation as determined by 
applicable regulations 

2. permitted uses and Bon livabie regulations 

3. responsibility for regulation enforcement 

4. method of enforcement 

5. enforcement through court action 

6. problems or complaints caused by such uses 


The form of reply from the contacted municipalities 
is mainly appropriate excerpts from applicable 
by-laws along with supporting written material. 


St. Catharines by-law regulations are not included 
in the report. 
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Title: Condominium Report 
Author: Scarborough Planning Department # 1 


Format: Soft cover, 42 pages, questionnaire, 
January 1975 


Content: 


This report represents the findings of the 
Borough's effort to identify those areas in which 
existing condominium developments and owners are 
experiencing problems and what potential avenues are 
open to this Borough for improving deficiencies; both 
current and future. 


The report is based on two symposia one 
held with directors of condominiums, the other with 
the development industry. 


Some reference is given to why the condominium 
concept has recently been readopted by society; i.e. to 
provide basic housing and to give owners the opportunity 
to improve, decorate or renovate in a manner and at 
a time that was most convenient. 


The issues raised out of that premise were 
Classified into 4 categories: 


l. Development 

2. Ownership 

3. Maintenance 

4. Municipal Services 


Development of condominiums is broken down into 
7 phases: 


- Proposal Phase 

- Specification Phase 
- Construction Phase 
- Marketing Phase 
Occupancy Phase 

- Registration Phase 
- Completion Phase 


NOON PWN 
. 


Under the Proposal Phase a number of site 
features are commented on, including size, where the 
opinion was expressed that successful condominiums 
are small condominiums. Interest was also expressed 
in the creation of a special committee for consideration 
of condominium proposals and for special agreements 
to be drawn up between the developer and the Borough 
relating to condominiums. 
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Following the outline of issues an excellent 
summary of concerns is given which are defined 
under 3 broad categories; i.e. concerns; 


Related to Private Property 
Related to Municipal Standards 
Related to Consumer Protection 


Alternatives for action are then documented 
for each concern identified under the above 
headings: With regard to Consumer Protection 

a list of items that might require referencing, 
if a Condominium Prospectus was introduced as 
a condition of approved, is well set out. 

So too, is the description of what would have 
to be addressed if a Standard Purchase Agree- 
ment was deemed a worthwhile objective. 


This analysis would be of interest to any 


municipality which is the recipiant of condominium 
proposals. 
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Title Streetscape 


Author: Malek & Associates Inc. for the Borough 
of Scarborough Planning Board # 3 


Format: 101 pages, illustrations, graphics, tables 
June 1975, bound, soft cover. 


Content: 


An excellent well illustrated, study which 
addresses itself to some of the problems of the 
"streetscape" (i.e.physical clutter and visual chaos). 


A system of evaluation is developed as 
a planning tool for use in determining the visual 
impact of a street environment on the viewer (vehicular, 
pedestrian). This system employs an inventory that 
scores the value of several visual elements in the 
streetscape. This inventory model illustrates the 
method used to determine strong points and deficiencies 
in any given area of the street environment (visual 
corridor). For this particular study a 4 block 
stretch of a six lane arterial roadway (Eglinton Ave.) 
was examined. 


Examination is carried out on how the 4 
major types of circulation conflict between automobiles 
and pedestrians: bus stops, pedestrian crosswalks, 
controlled intersections and parking areas can more 
clearly and distictly expose their purposes day and 
night. The principle of byoptics (visual illusion) 
| is egplained; street furniture and night lighting 
(different standards of intensity) are illustrated. 


When analyzing the effects of commercial 
advertising on the streetscape the principle of es- 
tablishing a set of priorities for transferring infor- 
mation is discussed through the use of "channels of 
information". Advertising to be successful, they 
point out, should be able to withstand the exposure 
of daylight as well as darkness at night and should 
comply with the limitation of the amount of information 
that people can receive, process and remember. 


A closing section on reverse lot barriers 


along major roadways is also well iliustrated with 
several problem solving techniques described. 
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TITLE 


AUTHOR 


FORMAT 


CONTENT 


Development Control 


Scarborough Planning Department #4 


Soft Cover, 48 pages plus specifications and 
drawings. February 1975 


An extremely professional, comprehensive report 
dealing with the enactment of a by-law and 
associated agreements to control many aspects 

of development in the Borough which are not now 
controlled. The development control legislation 
would provide for enforcement of site require- 
ments for initial construction through agree- 
ments registered on title and binding on 

future purchases. It also would provide for 
certain maintenance requirements. 


The objectives of development control, as out- 
lined in this report, are: 


1) To provide for excellence of design and 
compatibility of development; 

2) To provide for completion and maintenance 
of development in accordance with approved 
development plans; 

3) To develop a responsive and efficient 
organization to administer procedures 
necessary in meeting objectives 1 and 2. 


The text initially deals with anticipated 
problems associated with development control, 

and the solutions presented by development policy 
legislation. The roles and responsibilities 

of all involved municipal departments are 
covered, as well as amendment, inspection, 
information and default provisions. 


The indepth list of schedules include, for 
example: 


1) Recommended administrative procedures for 
involved departments; 

2) Development control procedures illustrated 
in flow chart form; 

3) A draft sample of the Development Control 
By-law, Development Agreement and Mainten- 
ance and Use Agreements; 

4) A list of performance criteria. 


Finally, a list of development specifications 
and standard drawings is presented, to be in- 
cluded in the agreement where applicable. 


| The suggested legislation is intended to 

provide solutions to the administrative problems 
associated with development control, and solve 
: existing site development problems experienced 
by the Borough. 


| MU S05 RO7 CO2 Cl4 C15 A34 AO2 A4l F10 


| 
| 


TITLE 


AUTHOR 


FORMAT 


CONTENT 


NOTE 


Residential siting standards and Land 
Use Relationships within Residential 
Subdivisions. 


Borough of Scarborough Planning Board 
#5 


Soft cover, 10 pages including illustrations, 
UOGuae 


A brief review of residential siting standards 
for single family houses, single family houses 
(reversed lots), semi-detached houses, semi- 
detached houses (reversed lots), street 
townhouses, block townhouses, and apartments, 


The relationships between these land uses 

as they would exist in plans of subdivision 
are graphically produced in two illustrations; 
stratification with some mixing, and complete 
mixing. 


The Borough's residential siting dimension 
standards and apartment standards are listed 
with corresponding maximum and/or minimum 
figures. 
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TITLE Report on the Activities of the 
Scarborough Planning Board - 1973 


AUTHOR Borough of Scarborough Planning 
Board # 6. 
FORMAT Soft Cover, 18 pages including maps 


and photo reproductions 


CONTENT A brief summary of the activities of 
the Scarborough Planning Board during 
1973. The four principal sections of 
the report are: 


(1) Board Structure 

(2) Board Function 

(3) Examples of Major Board Activities 
ii 6197.3 

(4) The Design Award Program Winners 
for 97s 


The report makes beneficial use of graphic 
examples (maps and photographic reproduc- 
tions) to complement the text. 
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AUTHOR 


FORMAT 


CONTENT 


(1) 


(2) 


(3) 


(4) 
(5) 


(1) 
(2) 


(3) 
(4) 


(5) 


Study of Interim Housing Policy 


Paterson Planning and Research Limited for the 


Borough of Scarborough Planning Board # 7 
272 pages, illustrations, charts, maps October, 1974 


This extremely well documented study was produced 
to assist the Borough in preparing residential 
planning and development policies. The terms 

of reference called for a housing policy study 
which would permit immediate interim decisions 

to be made with respect to provincial housing 
program participation, and to private housing 
development applications. 


Relating to the Borough's terms of reference, 
the study is organized into the following five 
sections: 


Existing and emerging socio-economic composition 
patterns and demography of the Borough within the 
Census Metropolitan Area (C.M.A.) context. 
(Metropolitan Boroughs, City of Toronto, City of 
Mississauga) 


Housing growth potential based on assessment 
of the development status of vacant and unzoned 
sites. 


Financial implications of O.H.A.P. development as 
compared to standard housing development in the 
Borough. 


Short and long-term housing policy options. 


General nature of appropriate housing growth 
in the Borough's individual communities and 
neighbourhoods, in terms of balance and 
compatibility. 


The report is summarized in the form of detailed 
recommendations, all relating to the present socio- 
economic and housing conditions in Scarborough, 

and its housing goals and objectives for future 
development. Topics of recommendation include: 


development status of proposed and planned 
developments; 


the effects of O.H.A.P. projects from an assessment 
and Borough revenue viewpoint; 


short-term construction targets; 


mixture of housing types for planned/zoned vacant 
sites; 


O.H.A.P. short-term proposal targets and selection 
procedures; 
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(6) rental conversions to condominium units; 
(7) policies for balanced community development. 


Finally, the report concludes with a lengthy 
appendix, presented in the following four parts: 


(1) Socio-economic comparisons between Scarborough 
and other communities in the C.M.A. 


(2) An inventory of Scarborough's vacant zoned and/ 
or planned residential site capacities (tables) 
and locations (Maps). 


(3) Summary of the housing policy of the Province, 
Metropolitan Toronto, and selected Boroughs. 


(4) Scarborough's population, labour force, and 
housing characteristics by neighbourhoods, 
communities and planning districts in 1971, 
presented as a coded computer program output. 


Although focusing on Scarborough, this report 

should be of considerable comparative and reference 

value for all municipalities with the Census 
Metropolitan Area. 


HAB HGG HBA HBO HEA HEB HEF HCA S05 
ROME ROSH C1SUECl 747C1LS Br O2 SEU om SO Seb 2 


Phe zomrr23 


rl quasars as ; 


tesmniaceh (ides (izes a. 
{itiw eySu lagen sage mae 


pet > evel ie%. rts Ae < BACBESES } 
;> rum te“ sat of a: a Sires 
4.1, 2 mae vl ae Here vee 


7 Se \tou0 (ees: aoe 198) 
jivacac sot Zeleaeeas 
- tegal} ane 


oir yist Pak Pepa oat 4 
’ Pe bil la of toed at. 


wilt . 2rd 2's ‘9u0 : 
otis va Spa 
tw 24> eateries 
Wo ol treed Soe a ie 


iy coo) pea. 

afte rebel = 

‘iw eer) ingletaows £ £) foe 
torh ans 


ee ee 
cir Reo 


TITLE Standards for Provision of Municipal Parks 


AUTHOR Borough of Scarborough Planning Board 

# 8 
FORMAT Softcover, 19 pages including maps,April 1968 
CONTENT This policy report was produced as a complete 


review of Official plan Park Standards in 
Scarborough. The necessity of such a report, 
at the time, was based on the existing and 
anticipated introduction of high-density 
residential development in the Borough, 
which rendered the existing Official Plan 
Park standards inappropriate. 


In general, the report analyses the basic 
requirements for all types of parks as related 

to the various land uses, population characteristics 
and social criteria of the Borough. The text 

is presented in the following five parts: 


| (1) basic need and purpose of parks in the Borough; 

| t2) existing (1968) basic functions and facilities 

| of the parks; 

sy standards for municipal parks in terms of 

{ acreage, population/acre ratio, and walking 
distance; 

(4) park deficiency areas and parkland acquisition 

methods; 

(5) relation of park needs and standards to population 

density. 


A summary and list of specific recommendations 
follow. These recommendations include a number 

of updated parkland provision standards to be 
adopted as a guide in the preparation of Secondary 
Plans. 
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TITLE Report on Scarborough Industrial Yang Use 
, Policy and Proposed Policy with Respect to 
Office Development. 


AUTHOR Borough of Scarborough Planning Board # 9 


FORMAT Soft Cover, 8 pages plus photo reproductions. 1974 


CONTENT Primarily a policy report dealing with the location 

| of office uses within the Borough's industrial 
districts. The report concentrates on three main 
areas of discussion: 


(1) A review and explanation of Scarborough's existing 
Industrial Land Use and Commercial Policies with 
respect to Official Plan industrial districts; 


(2) An examination of location requirements and land 
use characteristics of office uses; 


(3) A formulation of general office use location 
policies in the context of the Borough's Official 

| Plan. 

7 


] Office use location requirements are based on a 
similar consultant study produced for North York. 
Location factors are outlined from a managerial 
and employee viewpoint, and a public viewpoint. 


The report concludes with recommendations aimed 

at general location policies and specific location 
priorities for Major General Office Uses concentrations 
in the Borough. This includes provisions for office 
uses in industrial districts. 


The recommendations should be of interest to 
municipalities which utilize the Commercial Core 
Concept and Industrial District policy for control 
of non-residential land uses. 


NOTE The policies produced in this paper were subsequently 
carried by Planning Board and approved by the 
Board of Control. 
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eo Lies Large Lot Study 


AUTHOR Borough of Scarborough Planning Board # 10 

FORMAT Loose-leaf, 86 pages including reference maps 
March 1975 

CONTENT This Borough inventory report is basically 


concerned with areas that should be conserved 
and developed for residential lots of 8,000 
square feet and over. Recommendations to 
retain or amend zoning by-laws and/or secondary 
plans so as to establish large lot policies 

for each study area are also included. 


A review of all residential communities was 
implemented in three schedules: 


(1) Total number of large lots by communities. 


(2) Map showing reference areas and number of 
large lots in each area. 


3) Maps and inventories. 


The schedule 3 inventory includes the following 
information for each specific area: 


(1) predominent size of existing housing; 
(2) predominent lot size; 
(3) zoning restrictions; 


(4) median value of dwellings; 
(5) condition and character of existing housing; 


(6) vacant lots or other, opportunity for further 
large lot development; 


(7) number of large lots in the area; 
(8) special amenities of the area that may justify 
large lot area designation; 
(9) remarks (maintaining or amending existing by-law) 
NOTE A report specifically oriented to the Scarborough 


situation, although the methodology and basis 
for recommendations may be referred to for similar 
studies. 
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AUTHOR 


FORMAT 


CONTENT 


(1) 


(2) 


(3) 


(1) 
(2) 
(3) 


(4) 
(tS) 


Service Station Policy in Scarborough's 
Orticial Plan. 


Borough of Scarborough Planning Board # il 


Loose-leaf, 64 pages including maps and tables. 
August 1974. 


The purpose of this report is to formulate a 
service station policy to be recommended to 
Council as an Official Plan amendment. The 
Policy would achieve a basis upon which the 
Borough can regulate the quantity and locational 
aspects of service stations, having regard 

for: 


Viability of the operation from the entrepreneur's 
viewpoint: 


Adequacy of the service station use or uses to 
provide a convenience of services to the citizens 
of Scarborough; 


Population relationships of the Borough, and 
any other considerations deemed appropriate. 


The initial discussions, narrowed to include only 
quantity and locational data, progress from an 
analysis of the service station problem and factors 
of influence, to possible solutions. 


The service station problem is analysed under the 
following headings: 


the problem setting in Scarborough; 
problems and solution formation; 


existing situation - facts on location, numbers, 
trends; 


municipal objectives of service station land use; 


differentiation between existing situation and 
objectives. 


The report continues with solutions to the previously 
defined service station problem. Approaches taken 

by other area municipalities in the Metropolitan 
Toronto area are assessed. Scarborough's existing 
controls are then examined as a basis for evaluating 
the formative proposal. This proposal calls for 

the control of service station development, re- 
development, conversion and abandonment through 

a mixture of municipal control (zoning) and persuasion. 


eexeiets 72a 


The report concludes with a recommended policy 

on service stations, based on the formative 
proposal. This policy statement is intended 

as an initial discussion eventually leading to 
inclusion of a service station policy in the 
Borough's Official Plan. The policy statement 
consists of the general intent, Council motivation 
and specific considerations that will bear upon 
the implementation of a formalized Council policy. 
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TITLE Land Use Provisions for Billboards 
AUTHOR Borough of Scarborough Planning Board # 12 


FORMAT SoftCover, 35 pages including tables, maps 
and photo reproductions. January 1970. 


CONTENT It is the purpose of this report to understand 
the requirements of the billboard industry 
and to recommend legislative procedures to 
provide for the industry in harmony with other 
competing land uses in the community. 


Accordingly, a complete analysis of the jee e Uti 
board question in the Borough is produced in 
appendix and text form, and consists of the 
following: 


(1) A complete survey of the existing locations 
of billboards; 
(2) Their types and nature, e.g. wall, roof or 


ground billboards; 


(3) Existing Borough legislation pertaining to 
billboards; 


(a)Sign By-law 

(b) Existing zoning by-laws 

(c) Provincial legislation relating to regulation 
of signs. 


To accommodate billboard requirements, consistent 
with practice in the Official Plan for other 

land uses, the report establishes broad land 

use zones and related policies for billboard 

use. A number of planning objectives are re- 
commended and assessed within this broad 
framework. The criteria to achieve these 
objectives is presented in the form of re- 
commended broad land use policies, and siting and 
concentration standards. 


; 


The study concludes that previous efforts to 
regulate billboards along with signs, under 
provision of the Municipal Act, are frustrated 
where failure exists to properly differentiate 
between the two. Billboards must be administered 
as a very specialized commercial land use, through 
Council, Official Plan and zoning by-law procedures. 
Therefore, the report lists legislationuavailabie 
to the Borough to provide for control of the 


billboard land use. 
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The land use policies, and siting and 
| concentration standards in this report 
| should be of comparative and reference value 
for any municipality or area undertaking an 
analysis of their billboard situation. 
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TITLE 


AUTHOR 


FORMAT 


CONTENT 


Scarborough Planning Statistics 


Scarborough Planning Department # 13 


Soft Cover, 60 pages (statistical tables) 
December 1974 


This booklet is a compilation of various 
statistics and inventories, prepared for use 

by the Planning Department, Council, its various 
Boards, Commissions.and municipal departments, 
and the general public. 


The planning statistics are grouped under the 
following general catagories, and generally 
tabulated by Residential Communities and Industrial 
Districts: 


~ Population 

- Housing 

- Commercial 

- Churches 

- Service Stations 
- Industrial 


The Statistics are presented as raw figures. In 


addition, they are utilized to form assessments, 
comparisons, ratios and annual increases. 
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TITLE Parking Requirements for Community Shopping 
Centres. 


AUTHOR Mr.M.J. Collins, Des-Co-Con Ltd., for the 
Borough of Scarborough Planning Board # 14 


FORMAT Loose-leaf, 38 pages including maps, tables 
and schedules. January 1974. 


CONTENT This study was prepared to assess the existing 
coverage and parking standards for Community 
Shopping Centres in the Borough, having regard 
LOW: 


(1) Adequacy of off-street parking, landscaping, 
convenience of parking lot access, and adequacy 
of parking spaces; 


(2) Existing standards in Borough Community Shopping 
Centres; 


(3) Existing standards of North York, Etobicoke and 
other comparable areas. 


The study contains a lengthy schedule of existing 
parking standards, shopping centre statistics and 
existing off-street parking requirements for 
Scarborough, Etobicoke, City of Toronto and 
North York. The adequacy of off-street parking 
standards in the Metropolitan Toronto area is 
discussed, along with parking requirements by 
existing zoning, recommended parking standards, 
and parking stall sizes as determined by an Urban 
LandInstitute technical survey. 


In addition, an application proposing an expansion 
of an existing shopping plaza in the Borough is 
examined and commented on from a parking requirement 
standpoint. 


NOTE: The major recommendations presented in this study 
are: 


(1) all parking ratio calculations be based upon the 
"Gross Leasable Area" with a permitted parking 
ratio of 5 to 5.5 cars per 1,000 square feet; 


(2) additional office space can be added to the 
"Gross Leasable Area" of a retail complex 
without increasing parking demand; 


(3) office space of up to 20% of the gross leasable 
area may be added without increasing the parking 
demand. 
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TITLE Retail Commercial Standards 
AUTHOR Borough of Scarborough Planning Board # 15 


FORMAT SoftCover;,20 pages plus appendix and 
bibliography, April 1968 


CONTENT This study presents a complete review of 
existing (1968) Official Plan Policies and 
Standards relating to retail commercial develop- 
ment, and a forcast of possible future trends. 
A review was necessitated because of radical 
changes in retail marketing methods which had 
occured in the Borough during the ten years 
prior to the study inception. 


The report initially discusses changing shopping 
patterns in the Borough since 1956. A catagorizat- 
ion of shopping developments, subsequent to the 
introduction of new communities into the Borough 
after 1956, is presented within the general 
terminology of the Official Plan and in light 

of present development trends. The following 
Factors are used as criteria for the categoriza- 
tion: 


CL) Spatial Distribution - population served on 
basis of time and distance to the centre compared 
to other similar centres; 


(2) Basic Function - as characterized by a major 
tenant; 
3) Size - represented by amount of gross retail 


floor area; 


| 

| 

| (4) Location - in relation to traffic arteries and 
centres of high population density. 


Utilizing these factors against existing shopping 
centres in the Borough, three centre types are 
analysed; neighbourhood, community and district 
shopping centres. 


Statistics relating to existing ratios of retail 
floor space per person are assigned to each centre 
catagory. Indicated trends are analysed by 
comparing Official Plan commercial standards of 
1956 to those of 1967. Forcasts of future trends 
in retail floor space per person for each catagory 
of commercial development are also produced. 
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The study concludes with a summary of 
analysis, forcasts and trends, as well as 

a list of development standards, determined 
in accordance with anticipated trends and to 
be used in determining approximate shopping 
centre sizes and requirements for a short 
future period. A catagorized list (1968) 

of shopping centres in the Borough, listing 
community, location and floor space, is 
presented in the appendix. 
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TITLE A Report on Automobile Disposal and 
Salvage Yards. 


AUTHOR Borough of Scarborough Planning Board # 16 


FORMAT Soft Cover, 22 pages plus Schedule . 
August 1967 


CONTENT The purpose of this report is to provide 
guidelines and standards for establishment 
of automobile disposal and metal salvage 
yards within the Borough. 


The main body of the report covers in detail 
the following components of metal disposal 
and salvage operations: 


(1) need for automobile disposal facilities; 

(2) automobile disposal; 

(3) auto-wrecking; 

(4) scrap-metal processing; 

(5) standards and equipment for auto-wrecking 
yards; 

(6) Standards and equipment for scrap-metal processing 
plants. 


The summary points out that economic feasibility 
and proper operation of disposal and salvage 
facilities will determine the difference between 
successful processing of scrap metal, and an 
"auto graveyard ". Operational provisions in 
designated urban industrial districts are also 
covered. 


An adjunctto the summary involves recommendations 
pertaining to salvage and disposal by-laws and 
other regulations to control operation and 
compatibility of such facilities. These re- 
commendations include a listing of standards 

and equipment to be applied to salvage and 
wrecking operations in "Industrial Commercial" 
and "Special Industrial" zones. 


This report should be of assistance to any 
municipality or area where proper facilities 
and controls are necessary for the disposal 
and salvage of industrial scrap, especially 
motor vehicle metals. 
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FORMAT 


CONTENT 


(1) 


(2) 


(3) 


Subdivision of Shopping Centres 
Borough of Scarborough Planning Board # 17 


Soft Cover, plus maps, illustrations 
and appendix. October 1968 


It is the purpose of this report to analyse 
the situation which has resulted in multiple 
ownership of seperate properties of shopping 
centres and strip commercial groupings, with 
the objective of offering solutions to the 
problems inherent with such situations. 


Concern regarding multiple commercial owner- 
ship has stemmed from recognition of the 
problems created for successive owners, the 
Borough Council and the general public. 
Multiple commercial properties occur in one 
or more of the following natures: 


Subdivision into 20' to 25" frontages on 
the street to the rear property line, and 
land including the seperate store; 


Subdivision to include the land under one 

or more stores with common parking areas 

and service lanes attached to a major parcel 
of land with common rights of access and 
egress over the common parking area; 


Subdivision into 20' to 25' width strips 
from street frontage to rear lot line, 
(including individual stores), with an 
agreement registered on title conveying 
mutual right of access and egress, and 
maintenance of common parking and services 
areas. 


The report concentrates on the major issue 

in multiple commercial ownership, which is 

the reluctance of small businessmen to accept 

the responsibility for maintenance of common 
parking and service areas where several owners 
are involved, or the inability of the seperate 
owners to come to terms in harmonious maintenance 
of the commercial properties. 


The conditions which exist as a result of 

the division of the shopping centres into 
several ownerships are pictorally illustrated 
in the report. 
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The study resolves that the probability is 

remote of achieving harmony in design, 
architecture, maintenance and efficiency of 
commercial developments with a multiplicity 

of owners, with divergent views and opinions. 

A proposed solution to achieve well-maintained, 
efficient, convenient and safe strip commercial 
shopping developments and shopping centres requires 
a combination of public relations, public ex- 
penditures, and new legislation. 


Recommendations for solutions and treatment of 
commercial development in multi-seperate owner- 
ship is included, along with an appendix which 
analyses ownerships of 27 multiple owner 
commercial developments in the Borough. 


The study should be of interest to any 
municipality or area which endeavours to 
improve the physical and usual discord, public 
inconvenience and inefficiency which in many 
cases is associated with commercial develop- 
ments existing in multiple ownership. 
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TITLE Sign Display 
AUTHOR Borough of Scarborough Planning Board #18 


FORMAT Soft Cover, 26 pages plus illustrations and 
bibliography November 1967 


CONTENT This study was intended as a review of the 
existing (1967) signs erected in the Borough 
as to effectiveness, safety and aesthetics, 
and to determine whether or not there was a 
need for increased sign control. It is divided 
into the following sections: 


(1) Tllustration of existing conditions with a 
summary to determine need for further regulations; 
(2) An outline of functions and purpose of signs; 
(3) Objectives and means of achieving effective 
Sign control; 
(4) Existing legislation and practice in Scarborough; 
(5) Practice of sign control elsewhere. 


The section dealing with the practice of sign 
control elsewhere presents legislation used by 
the City of Toronto and the Boroughs of Etobicoke, 
North York, East York and York as of 1967 


Recommendations include a listing of objectives 
of municipal sign control, and the methods of 
implementation of such control. 

Note:- The report makes effective use of photo reproductions 
to illustrate various catagories of sign display in 
the Borough. 
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TITLE Kingston Road - An Urban Design Study 


AUTHOR Klein and Sears, Research/Planning/Architecture 
Consultants for the Borough of Scarborough 
Planning Board #19 


FORMAT Soft Cover, 53 pages including maps, photo 
reproductions and appendix. November 19753 


CONTENT In general, this urban design study explores, 
existing, proposed and planned land uses along 
a relatively small section of Kingston Road 
in Scarborough. This exploration also includes 
streetscape features within the arterial road 
allowance such as lighting, signs, curbs, side- 
walks, other public and private utility instal- 
lations, and landscaping. It reports on improve- 
ments which could be undertaken to existing 
abutting developments and standards which could 
be included in the present zoning to control 
and improve future development. Further, the 
study explores planning and design alternatives 
along the section of the arterial in question, 
derived from the expressed needs and desires 
of area residents. Implications of such pro- 
posals are also discussed. 


The study utilizes a five stage process of 
investigation and recommendation, with strong 
reliance on public participation throughout. 
These five stages are: 


(1) Study Area Inventory and Description - 
official plan policies, zoning designations, 
existing and proposed land uses, pedestrian 
and vehicular circulation, and population 
characteristics. Also included photographic 
recording of existing situation. 


(2) Results of Public Discussions —- comments on 
pedestrian and vehicular circulation, land 
use, visual character and public open space 
and recreational facilities. 


(3) Planning and Design Proposals - land use, 
visual considerations, vehicular and pedes- 
trian circulation, public open space and 
recreational facilities. 


(4) Implementation of Planning and Design Proposals - 
Official Plan and Restricted By-law amendment, 
land acquisition, developmental projects. 


(5) Application of Study to Other Area. 
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The application of this study to other areas 
is resolved by the fact that both the in- 
vestigative techniques and recommendations 
have wide-ranging applicability to other sub- 
urban arterial roads and their adjacent re- 
sidential neighbourhoods. 
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TITLE 
AUTHOR 


FORMAT 


CONTENT 


A Day Care Study 
Scarborough Planning Department #20 


Soft Cover, 7 pages plus maps, photo reproductions 
and selected bibliography. 1971. 


The report was presented as an overall study of 
existing day care centres and the potential demand 
for day care facilities in Scarborough. It is 
primarily a feasibility study to determine whether 
empty classrooms in public schools should be 
utilized as day care centres. 


Existing facilities are briefly discussed in an 

Ontario, Metro Toronto and Scarborough context. 

The Scarborough section includes general characteristics, 
capacity, and patterns of distribution of existing 
facilities. 


Potential demand for facilities is determined through 
investigation of the following factors: 


1) actual need; 

2) reasons for increased need; 

3) existing Provincial and municipal day care 
legislation; 

4) possible location for day care-centres. 


The contents of the report is summarized in a 

concluding section. These conclusions are used as 
decisive factors in formulating the final recommendations 
of the study. Briefly stated, these recommendations 

are: 


1) public school usage for day care centres is 
not recommended ; 


2) encouraging day care centres as a “Residential 
Amenity facility" in "Higher Density 
Residential" use areas be continued; 


3) location of day care centres as an accessory 
use to employment areas be accepted in 
principle. 


Under the existing Provincial day care legislation,a 
local municipality in a Metropolitan Municipality does not 
qualify for the associated provincial grant. Therefore, the 
Borough's situation and recommendations as to day care centre 
location may not be directly applicable to local municipalities 
which do qualify for provincial aid in day care provision. 
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AUTHOR 
FORMAT 


CONTENT 


Golden Mile Industrial District Planning 
Study 


Scarborough Planning Department #21 


Soft Cover 8 pages plus maps and photo re- 
productions. May 1975 


A study to recommend guidelines and policies 
for the preparation of a Secondary Pian and 
new zoning by-law standards for the Golden 
Mile Industrial District. The new plan and 
zoning by-laws will provide for more detailed 
land use and development policies to guide the 
functional development and growth of the area. 


In achieving the objectives of the report, 
problems and opportunities are first identified 
within the area, followed by reccmmendations as 
to a programme of guidelines and policies for 
preparation of the Secondary Plan and zoning 
by-law standards. 


The identification and inventory sections include 
the following items of study: 


1) existing land use; 


2) urban problems and physical appearance of 
the district; 


3) summary of the area's deficiencies; 
4) area's potentials; 
5) objectives for the area. 


The final recommendations are proposed under the 
following headings: 


1) ea Land Use Policies (Draft Secondary 
Plan 


General Office and Commercial Use; 
General Office Use; 

General Industrial Uses; 

Special Industrial Uses; 

Industrial Commercial Uses; 
Industrial District Commercial Uses; 
Institutional Uses; 

High Performance Standards; 
Municipally Prohibited Uses; 

Roads Plan. 
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New By-law Standards. 
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Tie Rouge Industrial District Study 


AUTHOR James Weller, Architect and Planning Consultant, 
for the Metropolitan Toronto Planning Board 
and the Borough of Scarborough Planning Board. 
# 22 


FORMAT Soft Cover, 214 pages including maps, tables 
and photo reproductions. May 1973 


CONTENT This extremely well documented land use and 
zoning study of the Rouge Industrial District 
recommends a development plan that would ensure 
the compatibility of the district's development 
with the Metropolitan Zoo and the Malvern 
Community. This intent of the study was docu- 
mented in Clause No. 4 of Report No. 7 of the 
Metropolitan Toronto Executive Committee, 
titled "Respecting Certain Industrial Lands 
Adjacent to the New Metropolitan Zoo." 


The specific terms of reference on which the 
report was based are as follows: 


1) Determine need for sand gravel and asphalt 
plant yard function in the District; 


2) Examine possibilities and merits of relo- 
cation of these functions to other Metro 
areas, and replace with more "employment" 
producing industries; 

Sat rou industrial situation must remain, 
advise on Official Plan, Zoning measures, 
land acquisition or landscaping treatment 
which would be instituted to allow a compa- 
tible relationship between zoo, Malvern 
and the District's development. 

With reference to these areas of examination, 

the study sets forth its analysis within the 

following framework: 

1) Rouge Industrial District: Site Description 

2) Rouge Industrial District and Adjacent Land 

3) The Site and Regional Context 

4) Existing and Proposed Operations 

5) Performance Standards and Jurisdictions 


6) Evaluation of Existing and Proposed Operations 
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7) Relocation Feasibility 


8) Borough of Scarborough Industrial Zoning 
Study - June 1961 


9) The Development Plan 


The Development Plan and its accompanying 
recommendation establish guidelines for the 
growth of the District. These guidelines are 
concerned with land use, zoning, transportation, 
landscape treatment, environmental protection, 
land acquisition and implementation aspects. 
They are based on the need to ensure compati- 
bility of District development with adjacent 
lands, while taking into account the need for 
sand and gravel operations and asphalt plants 
in this area. 


The study concludes with a comprehensive tise 
of specific recommendations concerning land use 
and future development in the District. These 
recommendations are discussed within the follow- 
ing apportionment: 

Land Use and Zoning Recommendations; 


Coverage and Setbacks; 


Rail Lines; 


1) 

2 ) 

) Roads and Parking; 
) 

) Landscape and Topographic Concerns; 
) 
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Immediate Action - land use and environ- 
mental impact. 
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TITLE A Place for Industry (A Discussion Paper on the Future 
of Industry in the City of Toronto) 


AUTHOR Toronto (City of) #1 Industry Working Group 


FORMAT 59 pages June 1974 


CONTENT The problems of industry in the City and considers what its 
future role should be. 


The following topics are presented: 


- past and present trends 

- existing city policies toward industry 

- should industry remain in the city 

- the city's options for encouraging industry 
- framework for action 


NOTE This is a discussion paper only and does not make any reccon- 
mendations. 
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TITLE 


AUTHOR 


FORMAT 


CONTENT 


Housing Indicators - Research Bulletin 


City of Toronto Planning Board. #6 


Loose leaf, 20 pages including graphs, charts 
and appendix. September, 1974 


A research bulletin which documents housing 
problems in the City of Toronto and Metropolitan 
Toronto, using a variety of data sources. The 
report examines current and recent statistics 

on house prices, vacancy rates, and residential 
construction to reveal various aspects of the 
1974 housing situation within the study area. 


The major data sources employed by the report 

are the Toronto Real Estate Board, Census Canada, 
C.M.H.C. and the City of Toronto Planning Board. 
The area of examination and comparison is termed 
the Census Metropolitan Area or C.M.A., and refers 
to Metro plus the surrounding urban areas from 
Oakville to Pickering and north to Vaughan and 
Markham Townships, including Brampton, Bramalea, 
King and Whitchurch Townships. 


The report ultimately determines trends in the 
1974 housing market by comparing existing house 
prices, vacancy rates and residential construction 
data with that of previous years within the same 
area of examination. These trends are then 
applied to the construction of both short- and 
long-run implications. These implications include 
effects on: 


1) housing prices; 

2) vacancy rates; 

3) residential construction; 

4) choice of accommodation; 

5) rent levels; 

6) industrial and commercial development; 
7) mortgaging; 

8) low and moderate income groups. 
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TITLE 


AUTHOR 


FORMAT 


CONTENT 


Proposed Criteria for Governing Development in 
District Commerce Centres 


City of Toronto Planning Board #16 


Brochure, 6 pages plus map 
May, 1972 


A summary report aimed at informing the public of 

a set of criteria which will be used as a guide in 
assessing applications for development in Sdistrict 
commerce centres" as designated in the City's Official 
Plan. These criteria were developed for adoption by 
Council as a policy to guide their decisions on 
development applications in such centres. 


The primary intent of the Proposed Development 
Criteria is to amplify policies already prepared in 
Part I studies of the Official Plan. The purpose is 
to make clear the elements of any application that 
would be considered desirable or undesirable. 


A comprehensive list of development criteria for 
commerce areas is presented, to be used in considering 
applications to exceed permitted zoning by-law densitii 
or extend existing commercial zone boundaries. This 
criteria listing also includes the objective of each 
criteria, along with a further explanation of intent. 
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AUTHOR: 


FORMAT: 


SUBJECT: 


NOTE: 


Core Area Office Space Forecast to the Year 2000. 


Price Waterhouse Associates for City of Toronto #18. 


21 pages and 2 appendices, fold out charts. 


A study to forecast the demand for office space to the 
Essentially the study was to develop projections under 
varying assumptions; and to provide insight into the 
sensitivity of demands to the key variable factors. 


The study area was the Inner Core of the City, which 
is defined as the area bounded by Jarvis, Davenport, 
Simcoe and Bedford Streets and the Toronto Harbour in 
the south. 


The report includes a description of the approach used 
to generate the forecast; the forecast itself (using 
three scenarios, based on alternate futures) and a 
comparison of this forecast to others, both as to data 
and assumptions. 


Both mathematical techniques and consensus techniques 

as illustrated by regression analysis and Delphi model- 
ling respectively were examined. The regression analysis 
was abandoned when it was discovered that the underlying 
cause - effect relationship had not been established 

and that even if it had been, the technique would have 

to rely on a number of static assumptions or sub jective 
opinions regarding the future. 


The approach then centred on the Delphi method which 
relies on a consensus panel to develop a forecast. This 
panel, comprising of individual "experts" with diverse 
interests and viewpoints, was encouraged to interact 
through an iteractive communications process in the fu- 
ture demand for official space. 


The panel developed a growth curve which reflects their 
joint expectations of future office space requirements. 


This report is especially valuable for its Delphi metho-~ 
dology which is described in detail in Appendix A. 
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AUTHOR 


FORMAT 


CONTENT 


Industrial Relocation and Its Impact on Employees 


City of Toronto Planning Board - Industry Work Group j; 


Soft cover, 73 pages including charts, maps, graphs, 
questionnaire and 5 appendices. June 1975 


An excellent examination of the effects on employees 
of City industrial firms relocating in the suburbs. 
The study came about as a direct result of the report, 
"A Place for Industry," which recommended a three- 
phase work program to include a series of planning 
studies especially designed to test the assumptions 

of the report. The impact study under discussion was 
developed as one of these Assumption Studies. It is 
termed the "hardship study" in "A Place for Industry," 
designed to "test the assumption that relocation of 
City industries to the suburbs is a problem because, 
as a result, certain people experience significant 
social and economic hardships." The study demonstrate: 
the extent to which this case is founded on legitimate 
assumptions. 


The introductory chapter covers the nature of the 
problem--the effects that relocation was having on 
industrial employees, especially those with low 
incomes and limited skills who have few resources to 
accommodate this change. In discussing this particula: 
problem, a number of assumptions are tested. These 
tests relate specifically to (a) the "real" importance 
of journey-to-work as a major component of household 
income and residential site location; and (b) the 
"real" distribution of industrial workers by socio- 
economic class and industrial jobs within the metro- 
politan area. 


The answer to these questions was felt to lie with 

the workers themselves, and their researched perceptio: 
became the approach adopted by this study. The initia 
objective of the research component was to obtain a 
small, representative sample of firms which had 
recently (since 1972) relocated from a city location 
to a suburban site. The sample methodology and 
interview format are described in detail. The questio 
naire itself was divided into three main areas of 
concentration: personal information; residential 
information; and journey-to-work patterns before and 
after relocation. 


Chapter two contains a general summary of the infor- 
mation gathered through interviews with surveyed 
plant officials. The interviews were concerned 
primarily with (a) the factors leading to the firm's 
relocation and factors which affected suburban site 
choice; (b) transit service to the new site; and 
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(c) the impact of relocation on employees in terms 
of number of jobs lost and type of employee most 
affected by job loss. A more detailed description 
of the relocation of each firm, in case study form, 
is contained in the first appendix. 


Chapter three analyses the questionnaire results 
in terms of: 


- employee characteristics; 

- journey-to-work; 

- residential distribution; 

- residential movement; 

- employee reaction to plant relocation; 
~- employee satisfaction; 

- perceived effects on employees. 


The actual employee questionnaire is presented in 
Appendix 5. 


The final chapter outlines conclusions as determined 
by the findings of the plant official interviews and 
employee questionnaire. Study findings are listed, 
and policy possibilities gained from the study are 
presented. Policy recommendations will not be made 
until the studies involved in the "A Place for 
Industry" report have been completed and openly 
discussed. 


Note: The "A Place for Industry" report is included 
in the information bank. The remaining three 
assumption studies to be completed in con- 
junction with this report are the Employment 
Study, the Linkage Study and the Assessment 
Study. 
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TITLE City of Toronto Rooming House By~—Law Study 


AUTHOR Development Department, City of Toronto (done by 
Peat, Morwick and Partners, Greenspan and Vaughan) 424 


FORMAT 70 pages, May 1974. 


CONTENT This report, prepared by consultants for the Urban Re- 
newal, Housing Fire and Legislation Committee (URHFL) of 
the City, recommends a canprehensive rooming house code 
enforcement program to be phased in over time and inclu- 
ding three basic elements: 


-~ revisions and amendments to the City's by-laws affecting 
rooming houses; 

- an intensive housing inspection program (initially in 
priority areas where most unsafe rooming houses are lo- 
cated), expanding and continuing on a routine basis 
over time; 

- the registration and licencing of certain categories of 
rooming house operators. 


The term "lodging house" has been interpreted to mean 

rooming house or guest home, and includes co-operative 

type accommodations where rooms are not rented as a business 
but rather where people live together in a situation similar 
to that of a family. The study does not include "flop houses" 
and overnight hostel accommodations which may require stan- 
dards and restrictions. 


This document may be obtained on loan fran ICURR. 
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TITLE Industrial Report 
AUTHOR Town of Vaughan Planning Department.? 1. 


FORMAT Soft Cover, 21 pages plus tables, maps and 
appendix. October 1972 


CONTENT An inventory report designed to examine 
existing industrial areas in the town, 
particularly those in the neighbourhood 
of the C.N.R. yards, and to present proposals 
for the expansion of the industrial area. 


The study of the existing industrial situation 
is concentrated in one specific study area, 
comprising the following four sections: 


Le Rivermede; 

Zc Doney; 

Sis Niele. s 

4. Maplecrete- Estelle Area. 


This section examines the following components 
of existing industrial activity: 


Land Use 

Official Plan and Zoning By-laws 
Industrial Survey 

Details of Industrial Operations 
Sanitary Sewers 

Water 

Comparison of Water and Sewage 
Storm Water 

; Electricity 

20i: Gas 

ud Transporation 

on Municipal Finance 
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The section dealing with proposals for the 
expansion of the industrial area involves 
similar factors of analysis as found in the 
previous sectior. In this case, proposed 
systems and facilities are analysed, along with 
a number of other study components such as: 


Ly land ownsership; 

Phe details of proposed ultimate industrial area; 
on staging; 

4. basis for staging; 

54 form of development; 

6. conclusions 
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A detailed appendix offers further background 
information for use in the analysis of both 
the existing situation and proposals for 
expansion. It is also recommended in the 
report that the resulting conclusions should 
form the basis of an Official Plan amendment. 
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TITLE Woodbridge Central Area Study 


Part 1 - Development Factors 


peeks Planning Department, Town of Vaughan # 4 
FORMAT 1974 Maps, Text 57 pages 
CONTENT Examines factors which would influence the 
development of a part 2 official plan. The 
report is interesting in that it examines a 
small community undergoing rapid change and 
under great pressure for development yet is 
within the immediate influence of Metro Toronto. 
text and maps examine the community under the 
following headings: 
Boundaries 
Historical Background 
Existing Official Plan Policies 
Conservation Authority Policies 
Transporation 
Population 
Land Use 
Buildings 
Land Value 
Traffic and Parking 
Utilities 
Natural Features 
NOTE :- This is only a description of the existing 


situation and is used only as a background 
report for the policy making phase of the 
planning process. 
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ea tLe Borough of York - Housing Policy Study 


Author: Paterson Planning & Research Ltd. for the 
Borough of York #2 


Format: Soft cover, May 1975, 243 pages 
Convent. 


The objective of this study was the establish- 
ment of an interim Housing Policy that would permit the 
municipality to make immediate interim decisions with 
respect to participation in Provincial initiatives with 
respect to Housing and also with respect to private 
applications for development of housing. 


To estimate the housing needs by type, 
tenure and price for the short term (next 3 years) 
the first part of the study deals with Housing Stock 
and Conditions under the following 14 headings: 


Unit Type 

Number of Rooms & Bedrooms 

Housing Starts/Completions 
Demolitions 

Dwelling Values 

Vacancy Rates 

Government Assisted Housing 

Period of Construction 

Structural Conditions 
Water/Bath/Toilet Deficiencies 
Lodging and Doubling Up 
Persons/Room and Per Dwelling Unit 
. Length of Occupancy 

it. Land Use 
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The second part of the inventory stage deals 
with the demographic and socio-economic characteristics 
of the municipality's inhabitants: 


Population Growth 

Age Distribution 

Marital Status 

Household Type, Size and Formation 
Ethnic Composition 

Family Income 

Employment 

Population Density 
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The study then proceeded to review existing 
planned, zoned or possible development areas and/or 
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sites having potential for residential redevelopment 

in terms of location, phasing, type and mix of housing. 
The purpose of this phase was to identify those factors 
which were impeding the development of these sites 

and the potential impact such development would have 

on the surrounding area and on the municipality. 


The final stage of the report reviews exis- 
ting metropolitan, provincial and federal housing poli- 
cies and programs which have ah impact upon housing. 
From this suggestions are made as to which ones would 
be advantageous to the municipality in meeting its 
housing targets including the means of implementation 
of same, and estimating the number of units to be 
produced under the different programs. 


Some of the more intersting individual 
recommendations in the report are: 


1. a target for condominium construction at the 
50-55% level, rentals 40-45% and free simple 
ownerships at 5%. 


2. encourage more private rental housing produc- 
tion by means of zoning bonuses. 


3. hiring of a Housing Co-ordinator. 
The document on a whole is well written, 


factual, easy to read, with sound and practical 
recommendations. 
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Title Condominium Policy For The Borough of York 


Author: Borough of York Planning Department # 3 
Format : Loose-leaf, 34 pages, January 1975 
CONcTent. 


A policy paper based on a synthesis of 
studies on condominiums carried out by the various 
municipalities of Metropolitan Toronto. 


The report focuses primarily on the con- 
dominium policy developed by the Borough of Etobicoke 
which includes the identification of 10 areas of 
concern relating to major problems in condominium 
developments. That is: 


- Safety 
. Driveway Standards 
PeeTrarric andmrark ing, CONtroL 


. Parking Standards 


wee UCL LI Cyectandards 
. Open Space and Recreational Facilities 
- Social Environment Criteria 


a 

2 

3 

4 

5. Sidewalk and Walkway Standards 

6 

vy 

8 

9. Scope of Condominium Corporation 
0 


10. Maintenance 


Out of this examination policies and procedures 
are articulated for approving condominium applications for 
3 basic categories. 


(1) New Construction 


Declaration of a condominium proposal must be 
made when initial rezoning is applied for. A Condominium 
Agreement is then required which includes provisions 
relating to required construction works, the standards 
of design and construction, performance guarantees payment 
of any required levies, and the regulation of residential 
occupancy during construction. 


(2) Building Under Construction 
This category will disappear once all 


buildings under construction, at the time this policy 
was adopted, are completed since the procedures for new 
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construction will apply. 
(3) Conversions to Condominium 


Although acknowledging a need for some 
major degree of flexibility the general position is to 
require the applicant to meet all the critical require- 
ments to be applied to condominium schemes e.g. nS 
parking spaces/unit, gross floor area ofl, V00vsq. Lt. 
unit, provision Gf Onsite recreational, social and 
service facilities, etc. This would appear to be 
specifically intended to ensure that there is not 
major depletion of the existing rental accommodation. 
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